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MEMBERS-BY  NAME  (A-B) 


Wayne  Abbott 

Producer/Director 

Northern  Sky  Entertainment 

508  Riverside  Drive 

Toronto  ON 

Canada  M6S  4B5 

T  41 6-604-1 1 78 

F  41 6-604-0600 

E  wayne@northernsky.tv 

W  www.northernskyentertainment.ca 

Valerie  Abita 

Producer 

ZED 

39  rue  des  Prairies 
Paris 

France  75020 
T  +33  1  53  09  98  25 
E  valerie.abita@zed.fr 
W  www.zed.fr 

Jens  Afflerbach 

Creative  Director  of  Story  House 
Germany 

Story  House  Media  Group 
Michaelkirchstrasse  17-18 
Berlin 

Germany  10179 
T +49-30-280-93 1481 
E  afflerbach@storyhousepro.com 
W  www.storyhousepro.com 

Phil  Agland 

Producer/Director 
River  Films 
UK 

E  phil.agland@gmail.com 
W  river-films.com 

Sally  Aitken 

Director 

Essential  Media  &  Entertainment 
Level  2, 6a  Nelson  St 
Annandale  NSW 
Australia  2038 
T +61 -4-1 096-341 7 
F +61 -2-95 19-2326 
E  sally.aitken@essential-media.com 
W  www.essential-media.com 

David  Albareda 

Managing  Director 
DEVISEDTV Coproduction  and 
Distribution 
Diagonal  75, 2-15 
Barcelona 
Spain  8019 
T +34-62-630-63-37 
E  david@devised.tv 
W  devised.tv 


Michael  Allder 

Producer/Director 
90th  Parallel  Productions 
#438764  Grey  Rd.  15,  Rr#1, 
Owen  Sound  ON 
Canada  N4K3N5 
T  519-371-6673 
E  michaelallder@gmail.com 

Trevor  Almeida 

Producer 

Geonewmedia.com 
20  Martin  Place,  Glen  Waverley 
Victoria  VIC 
Australia  3150 
T  +61  -3-9773  8472 
E  trevor@geonewmedia.com 
W  www.geonewmedia.com 

Catherine  Alvaresse 

Deputy  Director  of  the  Specialist 
Factual  Department 
ARTE  France 
8  rue  Marceau 
Issy  les  Moulineaux 
France  92513 
T  +33  1  55  00  74  81 
F  +33  1  55  00  7408 
E  c-alvaresse@artefrance.fr 
W  www.arte.tv 

Anna  Alvord 

Manager,  International  Sales 
PBS  International 
10  Guest  Street 
Boston  MA 
USA  21 35 
T  61 7-208-0728 
E  agalvord@pbs.org 
W  www.pbsinternational.org 

David  Amiel 

Commissioning  Editor 
France  Televisions 
10-12  Rue  Horace  Vernet 
Issy  les  Moulineaux 
France  92230 
T  +33  6 63  165948 
E  david.amiel@francetv.fr 

Will  Anderson 

Joint  Head  of  Documentaries 

Keo  Films  Ltd 

9-10  Great  Sutton  Street 

London 

UKEC1V0BX 

T +44  207  490  3580 

EWill.anderson@keofilms.com 


Paula  S.  Apsell 

Senior  Executive  Producer 
NOVA/ WGBH 
1  Guest  Street 
Boston  MA 
USA  2135 
T  61 7-300-4341 
F  61 7-300-1 003 
E  psa@wgbh.org 
W  www.pbs.org/nova 

Peter  Arens 

Managing  Director  Culture,  History 

and  Science 

ZDF  German  Televison 

ZDF  Strasse  1 

Mainz 

Germany  55100 
T  +49-6131-7012201 
F +49-61-31 170-14030 
E  Arens.P@zdf.de 

Sonja  Armstrong 

Executive  Producer 
Essential  Media  &  Entertainment 
Level  2, 6a  Nelson  St 
Annandale  NSW 
Australia  2038 
T +61 -2-8568-31 00 
E  info@essential-media.com 

Philip  Armstrong-Dampier 

Creative  and  Managing  Director 
1212  Productions 
57  Poland  Street,  Soho 
London 
UKW1F7NW 
T  +44  207  439  8709 
E  philip@1 21 2productions.co.uk 
W  www.l  21 2productions.co.uk 

Massimo  Arvat 

Producer 

Zenit  Arti  Audiovisive 
Via  Salerno  1 
Turin 

Italy  10152 
T +39-01 1-521-7964 
F +39-01 1-436-9765 
E  arvat@zenit.to.it 
W  www.zenit.to.it 

Will  Aslett 

Development  Executive,  BBC  Science 
BBC 

BBC  New  Broadcasting  House, 

Portland  Place 

London 

UKW1A  1AA 

T  +44  796  615  9959 

E  will.aslett@bbc.co.uk 


Marie-Pierre  Aulas 

Producer 

Passsion  for  Innovation — Dassault 
Systemes 

10  Rue  Marcel  Dassault 
Velizy-Villacoublay 
France  78946 
T  +33  6  42  00  93  00 
E  mariepierre.aulas@3ds.com 
W  www.3ds.com/fr/passion-for- 
innovation 

Daniela  Bagliani 

Founder  and  Co-Managing  Director 
Full  Board  Media  srl 
Viale  Campania  4 
Milano  Ml 
Italy  20133 
T +39-335-727-2085 
E  daniela. bagliani@ 
fullboardmedia.com 

Sam  Barcroft 

CEO 

Barcroft  Productions 

Studio  14,  Shoreditch  Stables  North, 

138  Kingsland  Road 

London 

UK  E2  8DY 

T +44  207  033  1032 

E  sam@barcroftproductions.com 

W  www.barcroftproductions.com 

Dominique  Barneaud 

Producer 
Bellota  Films 

6,  Villa  Du  Clos  De  Malevart 
Paris 

France  7501 1 
T  +33  1  48  07  28  71 
F  +33  1  58  30  78  74 
E  dom@bellotafilms.fr 
W  www.bellotafilms.fr 

Ben  Barrett 

Co-managing  Director 
Drive 

2nd  Floor  Bankstock  Building,  42/44 

DeBeauvoir  Crescent 

London 

UKN1  5SB 

T +44  777  178  4838 

E  ben@drive-tv.co.uk 

W  www.drive-tv.co.uk 

Helen  Barrow 

Producer,  Director 
EVERSHINE 

23  Barracluff  Ave  Bondi  Beach 
Sydney  NSW 
Australia  2026 
T  +61  -4-0930-0040 
E  helenbarrow@evershine.net.au 
W  www.evershine.net.au 
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Volker  Barth 

Coordination,  International  Projects, 
Nature,  Science,  Living  History 
Anthro  Media 
Nansenstr.  19, 12047 
Berlin 

Germany  2361 1 
T  +39  306  2727862 
F  +49-306-298-9248 
E  volker.barth@anthro-media.com 
W  www.anthro-media.com 

Brian  Beaton 

Executive  Producer 
Artemis  Internationa! 

6-226  Carr  Place,  Leederville 
Perth  WA 
Australia  6007 
T +61 -8-9228-2852 
F +61 -8-9228-45 17 
E  brianb@artemisfilms.com 
W  www.artemisfilms.com 

Colette  Beaudry 

Managing  Director  and  Executive 

Producer 

SeaLight  Pictures 

17  Tralee  Ave 

Sydney  NSW 

Australia  2087 

T +61 -4-6746-7004 

E  cbeaudry@sealightpictures.com 

W  www.sealightpictures.com 

Tracy  Beckett 

Acquisitions 
PBS  International 
1 0  Guest  Street 
Boston  MA 
USA  21 35 
T  61 7-208-0747 
E  tabeckett@pbs.org 

Christian  Beetz 

CEO 

Gebrueder  Beetz  Filmproduktion 
Berlin  GmbH  &  Co.  KG 
Heinrich-Roller-Str.1 5 
Berlin 

Germany  10405 
T +49  171  19  101  19 
F +49-30-6956691 5 
E  c.beetz@gebrueder-beetz.de 
W  beetz-brothers.de 


Ira  Beetz 

Producer 

Gebrueder  Beetz  Filmproduktion 
Cologne 

Breite  Strasse  108 
Cologne 
Germany  50667 
T +49  221  280  659  00 
F +49  221  280  659  15 
E  i.beetz@gebrueder-beetz.de 
W  www.beetz-brothers.de 

Reinhardt  Beetz 

CEO,  Executive  Producer 
Gebrueder  Beetz  Filmproduktion 
Hamburg  GmbH  &  Co.  KG 
Eppendorfer  Weg  93a 
Hamburg 
Germany  20259 
T +49-40-7697-3070 
F +49  40  769  730  65 
E  r.beetz@gebrueder-beetz.de 
W  www.gebrueder-beetz.de 

Caroline  Behar 

Head  of  Documentaries/Head  of 
Acquisitions 
France  Televisions 
10-12  Rue  Horace  Vernet 
Issy  les  Moulineaux 
France  92130 
T  +33  1  56  22  94  44 
E  caroline.behar@francetv.fr 

Mathieu  Bejot 

Executive  Director 
TV  France  International 
5  Rue  Cernuschi 
Paris 

France  75017 
T  +33  1  40  53  23  00 
F  +33  1  40  53  23  01 
E  mathieu@tvfrance-intl.com 
W  www.tvfrance-intl.com 

Barbara  Bernardini 

Creative  Producer 
Doclab 

Via  Fellini  14/a 
Venturina 
Italy  57021 
T +39-348-999-2273 
E  barbara.bernardini@insintesi.it 
W  www.doclab.it 

Drew  Berry 

Biomedical  Animator 

The  Walter  and  Eliza  Hall  Institute 

of  Medical  Research 

1  g  Royal  Pde 

Parkville 

Australia  3052 

T +61 -4-2398-8226 

E  drew_b@me.com 


Ruth  Berry 

Producer/Director 
First  Act  Films 
34  Riessersee  Strasse 
Garmisch-Partenkirchen 
Germany  82467 
T +49  17641001442 
E  ruth_wildberry@web.de 

Jean-Luc  Bertin 

Sales  Manager 
Sunny  Side  of  the  Doc 
La  Rochelle 
France 

T +33  5  46  55  79  92 
Ejean-luc@sunnysideofthedoc.com 

Francois  Bertrand 

Producer/Manager 
Camera  lucida  productions 
4  Cite  Griset 
Paris 

France  7501 1 
T  +33  6  68  88  17  17 
E  roux.mats@gmail.com 
W  www.cameralucida.fr 

Marie  Beuzard 

Commissioning  Editor  for  Science, 
Science  &  Factual  Departement 
ARTE  France 
8  rue  Marceau 
Issy  les  Moulineaux 
France  92785 

E  m-beuzard@artefrance.fr 
W  www.arte.tv/fr 

Konstanze  Beyer 

Executive  Producer 
Story  House  Productions  GmbH 
Michaelkirchstr.  17-18 
Berlin 

Germany  101 79 
T +49-30-280-93 10 
E  beyer@storyhousepro.com 

Dagmar  Biller 

Producer/CEO 

TANGRAM  International  GmbH 
Ganghoferstrasse  27 
Munich 

Germany  80339 
T +49-89-236-6060 
F +49-89-2366-0616 
E  dagmar.biller@tangram-film.de 
W  www.tangram-film.de 


Clare  Birks 

CEO 

Oxford  Scientific  Films 
229-231  High  Holborn 
London 
UKWC1V7DA 
T  +44  203  551  4603 
E  cbirks@oxfordscientificfilms.tv 
W  www.oxfordscientificfilms.tv 

Thierry  Bled 

Head  of  Development 
Joined  Up  Films 

Level  5, 104  Commonwealth  Street, 
Surry  Hills 
Sydney  NSW 
Australia  2010 
T +61 -4-2803-5033 
E  thierry@joinedup.com.au 
W  www.joinedup.com.au 

Nathalie  Bobineau 

Executive  Vice  President  TV  and 
Consumer  Products 
FranceTV  Distribution 
37/45  Quai  du  President  Roosevelt 
Issy  les  Moulineaux 
France  92130 
T  +33  1  56  22  90  08 
E  nathalie.bobineau@francetv.fr 
W  www.contentsales. 
francetvdistribution.fr/public/privacy 

Christophe  Bochnacki 

President 

Balanga 

94  Rue  Gabriel  Peri 
Montrouge 
France  92120 
T  +33  6  76  68  14  70 
E  c.bochnacki@balanga.tv 

Patricia  Boutinard  Rouelle 

Producer 

Nilaya  Productions 
28  rue  du  Docteur  Finlay 
Paris 

France  75015 
T  +33  1  44  37  57  06 
E  p.boutinardrouelle@gmail.com 
W  www.nilaya.fr/en 

Richard  Bradley 

Managing  Director 
Lion  Television 

Lion  House,  26  Paddenswick  Road 

London 

UKW6  0UB 

T  +44  208  846  2000 

F  +44  208  846  2001 

E  richard.bradley@liontv.co.uk 

W  www.liontv.co.uk 
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Tom  Brass 

Art  Director/Creative  Lead 
Jellyfish  Pictures 
66-68  Margaret  Street 
London 
UKW1W8SR 
T +44  779  525  7919 
E  thomasbrass42@hotmail.com 
Wjellyfishpictures.co.uk 

Marc  Brasse 

Commissioning  Editor  for  History, 
Culture/Documentary 
NDR/North  German  Broadcasting 
Corporation 
Hugh-greene-weg  1 
Hamburg 
Germany  22529 
T +49-40-41 56-4575 
F  +49-40-41 56-7035 
E  m.brasse@ndr.de 
W  www.ndr.de 

Alex  Brisland 

Development  Assistant  Producer 
Icon  Films 

3rd  Floor  College  House,  32-36 

College  Green 

Bristol 

UKBS1  5SP 

T+44  117  910  2030 

E  alex.brisland@iconfilms.co.uk 

Tom  Brisley 

Joint  Creative  Director 

Arrow  Media 

1 7-1 8  Margaret  Street 

London 

UKW1W8RP 

T+44  783  181  5415 

E  tom.brisley@arrowmedia.com 

W  www.arrowmedia.com 

Dan  Brown 

Creative  Director 
Joined  Up  Films 
Level  1 , 26  Queen  Street 
Perth  WA 
Australia  6000 
T +61 4-0230-4837 
E  dan@joinedup.com.au 
Wjoinedup.com.au 

Sally  Browning 

Executive  Producer 
Air  Pig  Productions  Pty  Ltd 
PO  Box  690 
Neutral  Bay  NSW 
Australia  2089 
T +61 -4-1 126-6213 
E  sally@airpigproductions.com.au 
W  www.airpigproductions.com.au 


Margie  Bryant 

Director/owner 
Serendipity  Productions 
7/41-45  Wallis  St 
Woollahra  NSW 
Australia  2025 
T +61 -4-0239-9579 
E  margieabr@ozemail.com.au 
W  serendipitycontent.com 

Adam  Bullmore 

Creative  Director 
October  Films 

30-31  Lyme  Street,  Lymehouse  Studios 

London 

UKNW10EE 

T+44  207  284  6868 

E  adam.bullmore@octoberfilms.co.uk 

Steve  Burns 

Managing  Director/Producer 
RollerCoaster  Road  Productions 
1 5  Bancroft  Ave. 

Annapolis  MD 
USA  21403 
T  202-834-7352 
E  stevelburns@comcast.net 

Paul  Cadieux 

President 

Productions  Megafun  Inc. 

3401 ,  Saint-antoine  West 
Westmount  QC 
Canada  H3Z  1X1 
T  514-931 -61 90 
F  514-939-2034 
E  cadieux@megafun.ca 

Xiaomin  Cai 

Creative  Director 

Beijing  New  Century  Media 

No.b  Yiyuan,  Hao  Hongyuan  No.3, 

Xibahe  South  Road 

Beijing 

China  100028 
T +86  13811337591 
E  cyt9166@vip.sina.com 

Janine  Campbell 

Head  of  Production  Management 
Beach  House  Pictures 
189,  New  Bridge  Road  #04-01/02 
Singapore  59422 
T  +65  6236  9564 

Ejanine@beachhousepictures.com 

Enrica  Capra 

CEO  &  Producer 
GraffitiDoc  srl 
Corso  Casale  2 
Torino 
Italy  10131 
T +39-347-827-7380 
E  enrica@graffitidoc.it 


Patrick  Carr 

Founder 
Mandarin  Film 
Sanlitun  34-2-102 
Beijing 

China  100027 
T +86  186  11 96  5929 
E  patrickcarr@mandarinfilm.com 
W  www.mandarinfilm.com 

Herve  Cauchy 

Head  of  Documentaries  France  0 
France  Televisions 
7  Esplanade  Henri  De  France 
Paris 

France  75015 
T  +33  1  55  22  77  02 
E  herve.cauchy@francetv.fr 

Yifei  Chai 

Innovation  Architect 
UNIT9  Ltd. 

2-4  Hoxton  Square 

London 

UKN1  6NU 

E  yifei.chai@unit9.com 

Donovan  Chan 

Creative  Director,  Production  & 

Development 

Beach  House  Pictures 

189,  New  Bridge  Road  #03-01/02 

Singapore  59422 

T +65  9100  5177 

F  +65  327  905 

E  donovan@beachhousepictures.com 
W  www.beachhousepictures.com 

Chao  Wei  Chang 

Director  of  Production 
CNEX  Foundation  Limited 
6fi,  No.223,  Sec.  1, Tiding  Blvd., 

Neihu  Dist. 

Taipei 

Taiwan  11494 
T +886-227-965-820 
E  ccw081 5@gmail.com 

Soh  Kiak  Chang 

Thinker/Doer 
Sitting  In  Pictures 

1  Syed  Alwi  Road,  Song  Lin  Building 
#04-04 

Singapore  207628 
T  +65  8343  3657 
F  +65  6220  2082 
E  sohkiak@sittinginpictures.com 
W  www.sittinginpictures.com 

Vikram  Channa 

Vice  President,  Production  and 
Development 

Discovery  Networks  Asia-Pacific 
Singapore 

EVikram_Channa@discovery.com 


Gan  Chao 

Director 

SMG  Documentary  Channel/ 
DocuChina  Co.,  Ltd. 

298  Weihai  Road 
Shanghai 
China  200041 
T +86  2162870154 
E  ganchao@ganchao.net 

Fiona  Charlton 

Commercial  Director,  BBC  Earth  &  Film 

BBC  Worldwide 

201  Wood  Lane,  Media  Centre, 

2nd  floor 

London 

UKW12  7TQ 

T+44  785  072  8770 

E  fiona.charlton@bbc.com 

W  bbc.com 

Nha-Uyen  Chau 

Director,  Distribution  & 
Co-productions 
Looking  Glass  International 
499  Dundas  Street 
St  Andrews  Beach  VIC 
Australia  3941 
T  +61  -3-5988-6947 
F +61-3-5988-6947 
E  nha-uyen@lookingglassint.com 
W  www.lookingglassint.com 

Ruby  Chen 

CEO 

CNEX  Foundation  &  CNEX  Studio 

Taipei  City 

Taiwan 

T +861 3-91 0-1 93-356 
E  rubychenlj@gmail.com 

Pierre  Cheung 

Vice  President  &  General  Manager 
BBC  Worldwide 

57-58,  Level  14,  China  World  Office, 

No  1  Jianguomenwai  Avenue 
Beijing 

China  100004 
T  +86 13717725772 
F +86  1063530301 
E  dcddchen@gmail.com 

Sarah  Chow 

Researcher,  Producer,  Host,  Comedian 

Independent 

Canada 

T  604-81 2-9989 
E  sswchow@gmail.com 
W  www.sschow.com 
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Simon  Christopher 

CEO 

Scubazoo  [mages  Sdn  Bhd 

Lot  9, 1st  Floor,  Lido  Plaza,  Mile  3  1/2, 

Jalan  Nosoob 

Kota  Kinabalu 

Malaysia  88300 

T  +60  198618610 

F  +60  88727059 

E  simon@scubazoo.com 

W  www.scubazoo.com 

Sue  Clothier 

Managing  Director 
Northern  Pictures 
226/1 22  Lang  Road,  Fox 
Entertainment  Quarter,  Moore  Park 
Sydney  NSW 
Australia  2021 
T +61 -2-933 1-7334 
E  sue.clothier@ 
northernpictures.com  au 
W  www.northernpictures.com.au 

Fabrice  Coat 

Executive  Producer 
Program  33 
33  Rue  Trousseau 
Paris 

France  7501 1 
T  +33  1  48  07  33  33 
F  +33  1  48  07  33  23 
E  f.coat@program33.com 
W  www.program33.com/ 

Helene  Coldefy 

Head  of  Specialist  and  Factual 
ARTE  France 
8  rue  Marceau 
Issy  les  Moulineaux 
France  92130 
T  +33  1  55  00  77  77 
F  +33  1  55  00  77  00 
E  h-coldefy@artefrance.fr 
W  www.arte-tv.com 

Robert  Coldstream 

Commissioning  Editor,  History 

Channel  4 

1 24  Horseferry  Road 

London 

UKSW1P2TX 

T +44  207  306  3620 

E  rcoldstream@channel4.co.uk 


Mingxi  Cong 

Producer,  Project  Development 
CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road  of 
Haidian  District 
Beijing 

China  100038 
T +86  13810161853 
E  mingxi_cong@126.com 
W  www.cicc.tv 

Clemence  Coppey 

Head  of  Documentaries  At  France  3 
France  Televisions 
7  Esplanade  Henri  De  France 
Paris 

France  75015 
T  +33  1  56  22  73  62 
E  Clemence.Coppey@francetv.fr 

Caroline  Copsey 

CEO 

Wildscreen 

4a,  36  King  Street 

Bristol 

UKBS1  4DZ 

T +44  781  808  4004 

E  Caroline.Copsey@wildscreen.org.uk 

W  www.wildscreen.org/ 

Baptiste  Cornillier 

Sales  Representative 
Sunny  Side  of  the  Doc 
21  bis  quai  Maubec 
La  Rochelle 
France 

T +33  6  98  05  23  21 
E  baptiste@sunnysideofthedoc.com 
W  www.sunnysideofthedoc.com 

Julia  Cort 

Deputy  Executive  Producer 
A/Ol/A/WGBH 
1  Guest  Street 
Boston  MA 
USA  21 35 
T  61 7-300-4356 
Ejulia_cort@wgbh.org 
W  www.pbs.org/nova 

Marie  Cote 

General  Manager,  Specialty  Channels 
Societe  Radio-Canada,  Exlopra 
1400  Boul.  Rene  Levesque  Est,  Bureau 
A53-1 

Montreal  QC 
Canada  H2L2M2 
T  51 4-597-3788 
E  marie.cote@radio-canada.ca 
W  ici.exploratv.ca 


Irem  Couchouron 

International  Development 
Sunny  Side  of  the  Doc 
21  bis  quai  Maubec 
La  Rochelle 
France 

T +33  5  46  55  79  93 
E  irem@sunnysideofthedoc.com 
W  www.sunnysideofthedoc.com 

Liz  Courtney 

Producer/Director 
Unboxed  Media  Australia 
Studio  2, 121  Alexander  Street 
Crows  Nest  NSW 
Australia  2064 
T +61 -4-0922-5447 
F +61-2-9967-0790 
E  liz@unboxedmedia.com.au 
W  www.unboxedmedia.com.au 

Ian  Cross 

Executive  Producer 

Pilot  Film  &Television  Productions 

18  Middle  Row 

London 

UKW10  5AT 

T  +44  208  960  2771 

E  ianpilot@aol.com 

W  www.pilotguides.com/ 

Jennifer  Cummins 

Company  Director 
Heiress  Films 
101  Eton  Road,  Lindfield 
Sydney  NSW 
Australia  2070 
T +61 -4-1 61 2-291 6 
F  +61  -2-941 3-8745 
Ejennifer@heiress.net.au 

Tina  Dalton 

Executive  Producer/Principal 
WildBear  Entertainment 
737  New  South  Head  Road,  Level  2A 
Rose  Bay  NSW 
Australia  2029 
T +61 -2-921 2-1 135 
E  bettina.dalton@wildbear.tv 
W  www.wildbear.tv 

Sue  Dando 

Executive  Producer, The  Nature  of 

Things 

CBC 

205  Wellington  St.  W 
Toronto  ON 
Canada  M5V3G7 
T 41 6-205-8682 
F  41 6-205-2209 
E  sue.dando@cbc.ca 


Martin  Davidson 

Head  of  Commissioning,  History  & 

Business 

BBC 

BBC  New  Broadcasting  House, 
Portland  Place,  Zone  D  -  Floor  6 
London 
UKW1A1AA 
T +44  780  959  7576 
E  martin.davidson@bbc.co.uk 
W  www.bbc.co.uk 

Hanna  Davies 

Business  Development  Manager 

ITN  Source 

200  Gray's  Inn  Road 

London 

UKWC1X8XZ 

T  +44  792  049  4408 

E  hanna.davies@itnsource.com 

W  www.itnsource.com 

Leighton  De  Barros 

CEO/Executive  Producer,  Head  of 
Development  And  Production 
Sea  Dog  TV  International 
PO  Box  21 25 
Marmion  WA 
Australia  6020 
T +61 -4-0799-6534 
F +61 -8-9246-5085 
E  leighton@ 

seadogtvinternational.com 
W  www.seadogtvinternational.com 

Martin  De  la  fouchardiere 

Producer 
Films  a  Cinq 

49  Rue  De  Rochechouart 
Paris 

France  75009 
T  +33  1  53  25  03  05 
E  mfouchardiere@filmsacinq.com 
W  www.filmsacinq.com 

Germaine  Deagan  Sweet 

SVP  Global  Content  Sales  And 
Commercial  Affairs 

National  Geographic  Channels  Europe 
1145  17th  St.  NW 
Washington  DC 
USA  20036 
T  202-91 2-6674 
E  Gdeagan@natgeotv.com 

Jeremy  Dear 

Director 

The  Ideas  Room 

The  Studio,  56  Westover  Road 

London 

UKSW182RH 

T  +44  780  329  4455 

E  jeremy@theideasroom.tv 

W  www.theideasroom.tv 
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Tracey  Lee  Dearham 

Owner/Executive  Producer 

Stiletto  Entertainment 

44  Wellington  street,  Irene,  centurion 

Johannesburg 

South  Africa  2196 

T  +27  84  724  2721 

E  tdearham@gmail.com 

Pierre-francois  Decoufle 

Producer 
Heliox  Films 
10  Avenue  De  Clichy 
Paris 

France  75018 
T  +33  1  40  08  06  07 
F  +33  1  40  08  08  26 
E  pfd@heliox.fr 
W  www.heliox.fr 

Christian  Deick 

Head  of  Documentary  Department 
ZDF  German  Televison 
ZDF  Strasse  1 
Mainz 

Germany  551 30 
T +49-61 -3 170-1 2049 
E  deick.c@zdf.de 

Nicolas  Deschamps 

Producer 

MC4 

France 

T  +33  1  41  04  96  84 
E  n.deschamps@mc4.fr 

Fernando  Dias 

Director 
Grifa  Filmes 

General  Furtado  Do  Nascimento  740 
Cj  125 
Sao  paulo 
Brazil  5465070 
T  +55  1130218330 
F +55  1137969354 
E  fernando@grifafilmes.com 
W  www.grifafilmes.com/en/ 

Mauricio  Dias 

Director 
Grifa  Filmes 

General  Furtado  Do  Nascimento  740 
Cj  125 
Sao  paulo 
Brazil  5465070 
T  +55  1130218330 
F +55  1137969354 
E  mauricio@grifafilmes.com 
W  www.grifafilmes.com/en/ 


Malcolm  Dixelius 

Project  Manager 
Deep  Sea  Productions 
Rydboholms  Gard 
Akers  berga 
Sweden  SE-1 94  84 
T +46-70-422-2650 
E  malcolm@deepsea.se 
W  www.deepsea.se 

lain  Dodgeon 

Creative  Partnerships  Manager 
Wellcome  Trust 
UK 

T +44  790  464  3023 
E  i.dodgeon@wellcome.ac.uk 

Lesley  Dong 

Manager/Producer 

China  International  TV  Corporation 

Room  993,  Jingmen  Building,  No.9 

Yangfangdianlu 

Beijing 

China  100038 
T  +86  10  6850  0604 
F  +86  1051862938 
E  lesleydong@hotmail.com 

Rosvita  Dransfeld 

Producer 
ID  Productions 
105, 10169- 104  Street 
Edmonton  AB 
Canada  T5J 1 A5 
T  780-288-0463 
E  rosie@idproductions.ca 
W  www.idproductions.ca 

David  Dugan 

Chief  Executive  officer 
Windfall  Films 
1  Underwood  Row 
London 
UKN1  7  LZ 
T +44  207  251  7676 
F  +44  207  253  8468 
E  dugan@windfallfilms.com 
W  www.windfallfilms.com 

Ian  Duncan 

Creative  Director 
Windfall  Films 
1  Underwood  Row 
London 
UKN1  7  LZ 
T +44  207  251  7676 
F  +44  207  253  8468 
E  ian@windfallfilms.com 
W  www.windfallfilms.com 


Stephen  Dunleavy 

Creative  Director 

Humble  Bee  Films 

32  Whiteladies  Road 

Bristol 

UK  BS8  2LG 

T +44  781  114  5725 

E  stephen@humblebeefilms.com 

Henrik  Ekman 

Acquisitions  Executive  Nature  and 
Science,  SVT  Acquisitions 
SVT 

Oxenstiernsgatan  26 
Stockholm 
Sweden  SE-1 0510 
T +46-70-543-8902 
E  henrik.ekman@svt.se 

Hoda  Elatawi 

Senior  Producer/VP  Production 
GAPC  Entertainment  Inc. 

1 550  Laperriere  Avenue,  Suite  1 02 
Ottawa  ON 
Canada  K1Z7T2 
T  61 3-723-33 16 
F 613-723-8583 
E  helatawi@gapc.com 
W  www.gapcentertainment.com 

David  Elisco 

Director  of  Development 
Tangled  Bank  Studios 
4000  Jones  Bridge  Road 
Chevy  Chase  MD 
USA 

T  301 -21 5-8727 

E  eliscod@tangledbankstudios.org 

Charlotte  Engel 

Producer/Owner 
RockYenta  Productions 
290  Westmoreland  Avenue 
Toronto  ON 
Canada  M6H  3A5 
T  41 6-770-8669 
E  rockyenta@gmail.com 
W  rockyenta.com 

Mark  Erder 

Founder-CEO 

APV 

1253a  Telecom  House,  3  Gloucester 
Road,  Wanchai 
Hong  Kong 
T +852-2827-21 22 
F  +852-2802-2687 
E  mark.erder@apv.asia 
W  www.apv.asia 


Alan  Erson 

General  Manager  Australia,  Head  of 
Factual 

Essential  Media  &  Entertainment 
Level  2, 6a  Nelson  St 
Sydney  NSW 
Australia  2038 
T +61 -2-8568-31 00 
E  alan.erson@essential-media.com 
W  www.essential-media.com 

Fabrice  Esteve 

Producer 

Yuzu  Productions 

30  Rue  Colonel  Delorme 

Montreuil 

France  93100 

T +33  6  87  47  22  27 

E  f.esteve@yuzu-productions.com 

W  www.yuzu-productions.com 

Mauro  Fabbricotti 

Founder  and  Managing  Director 
Full  Board  Media  srl 
Viale  Campania  4 
Milano  Mi 
Italy  20133 
T +39-338-357-861 4 
E  mauro.fabbricotti@ 
fullboardmedia.com 

Florian  Falkenstein 

Vice  President  Factual  Kabel  Eins 
ProSiebenSat.1  TV  Deutschland  GmbH 
Medienallee  7 
Unterfoehring 
Germany  85774 
T +49-89-9507-2234 
F  +49-89-9507-92234 
E  florian.falkenstein@prosiebensat1  .com 

Pat  Ferns 

President 

Ferns  Productions  Inc. 

1 01  -639  Foul  Bay  Road 
Victoria  BC 
Canada  V8S  4H4 
T  250-721 -1887 
F  250-72 1-1 897 
E  pat@fernsproductions.com 
W  www.fernsproductions.com 

Stefanie  Fischer 

Head  of  Content 

WDR  mediagroup  GmbH 

Ludwigstrasse  1 1 

Cologne 

Germany  50667 

T +49  221  2035  2500 

E  stefanie.fischer@wdr-mediagroup.com 
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Sonia  Fleck 

Chief  Executive  officer 
BOMANBRIDGE  Media  Pte  Ltd 
8  Smith  Street  #02-01 
Singapore  58922 
T +65  8448  7085 
F  +65  6224  9879 
E  sonia@bomanbridge.tv 
W  www.bomanbridge.tv 

Veronica  Fury 

Executive  Producer  And  Principal 
WildBear  Entertainment 
PO  Box  153  Coorparoo 
Brisbane  QLD 
Australia  4151 
T +61 -7-3891 -7779 
F  +61  -7-3891  -771 7 
E  veronica.fury@wildbear.tv 
W  www.wildbear.tv 

Cat  Gale 

Producer/Director 

Freelance 

UK 

E  catvgale@googlemail.com 

Huifen  Gao 

Vice-General  Manager 

Xiamen  Culture  and  Media  Group 

4/f  Building  2,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361008 

T +86 18906039967 

E  gaohuifen5151@126.com 

Severine  Garusso 

Sales  Manager 
Upside  Distribution 
33  QUAI  DE  DION  BOUTON 
Puteaux 
France  92800 
E  severine.garusso@ 
upsidetelevision.com 
W  www.upsidedistribution.com 

Celeste  Geer 

Producer/Director 

Independent 

1 50  Clarendon  Street,  Apt  508,  East 
Melbourne  VIC 
Australia  3002 
T  +61  -4-0201  -1206 
E  celeste3000@yahoo.com 

Adam  Geiger 

Creative  Director 
SeaLight  Pictures 
17  Tralee  Ave 
Killarney  FHeights  NSW 
Australia  2087 
T +61 -4-6746-7003 
E  ageiger@sealightpictures.com 
W  www.sealightpictures.com 


Gary  Glassman 

Executive  Producer/Writer/Director 

Providence  Pictures 

60  Eddy  Street 

Providence  Rl 

USA  2903 

T  401-455-1450 

F  401-455-1451 

E  gary@providencepictures.com 
W  www.providencepictures.com 

Veronica  Gledhill  Hall 

Producer  and  Business  Affairs 
Executive 

BromptonSWIO  Productions 

5-6  Portland  Mews 

London 

UKW1F8JG 

T +44  793  262  0061 

E  veronica.gledhillhall@gmail.com 

Corentin  Glutron 

Manager  of  Acquisitions 
RMC  DECOUVERTE 
1 2  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
T  +33  1  71  19  10  34 
E  cglutron@rmcdecouverte.fr 

Christiane  Goetz-Sobel 

Head  of  Department  Natural  Sciences 
ZDF  German  Television 
ZDF  Strasse  1 
Mainz 

Germany  85774 
T +49-89-9955-1 562 
F  +49-61 3-1 70-9702 
E  goetz-sobel.c@zdf.de 
W  www.zdf.de 

Jody  Gottlieb 

Director,  Documentary  And 

Productions 

Vulcan  Productions 

505  Fifth  Avenue  South,  Suite  900 

Seattle  WA 

USA  98104 

T  206  342  2499 

Ejodyg@vulcan.com 

Matt  Graff 

Commercial  Director 
Zig  Zag  Productions 
13-14  Great  Sutton  St 
London 
UKEC1V0BX 
T  +44  20  7017  8755 
E  Matt.Graff@zigzag.uk.com 
W  www.zigzag.uk.com/ 


Georg  Graffe 

Head  of  Department  Terra  X 
ZDF  German  Television 
ZDF  Strasse  1 
Mainz 

Germany  55100 
T  +49-6131-702218 
E  Graffe.G@zdf.de 

Isabelle  Graziadey 

Head  of  International  Sales  And 

Acquisitions 

Terranoa 

1 55,  Rue  De  Charonne 
Paris 

France  7501 1 
T  +33  1  55  25  5941 
F  +33  1  55  25  59  03 
E  igraziadey@terranoa.com 
W  www.terranoa.com 

Valerie  Grenon 

Producer 

Camera  lucida  productions 

4  Cite  Griset 

Paris 

France  7501 1 
T  +33  6  61  49  68  89 
F  +33  1  49  29  51  98 
E  vgrenon@cameralucida.fr 
W  www.cameralucida.fr 

Anna  Grieve 

Producer 
Big  Stories  Co. 

22  Grove  Rd,  Hawthorn 
Melbourne  VIC 
Australia  3122 
T +61 -4-0924-9341 
E  afgrieve@gmail.com 
W  www.bigstories.com 

Ulrike  Grunewald 

Commissioning  Editor  Documentary 
ZDF  German  Televison 
ZDF  Strasse  1 
Mainz 

Germany  55100 
T +49-61 3 1-701 4-488 
F  +49-61 3 1  -701 6-876 
E  grunewald.u@zdf.de 
W  www.zdf.de 

Blanche  Guichou 

Producer 

Agat  Films  &  Cie/  Ex  nihilo 
52,  Rue  Jean-pierreTimbaud 
Paris 

France  7501 1 
T  +33  6  80  98  5649 
F  +33  1  43  57  00  22 
E  blanche.guichou@agatfilms.com 
W  www.agatfilms.com 


Rodolphe  Guignard 

Head  of  Programs  &  Broadcast 
RMC  DECOUVERTE 
1 2  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
T  +33  1  71  19  10  32 
E  rguignard@rmcdecouverte.fr 

Haitao  Guo 

Producer/Director 
ATGC  Productions 

Lidao  Apartments,  2-604,  Xili,  Nanshan 

District 

Shenzhen 

China  588055 

T +86  15927921081 

E  haitao.guo@gmail.com 

Andreas  Gutzeit 

Co-President  &  Chief  Creative 
Executive 

Story  House  Productions 
2233  Wisconsin  Ave  NW,  #420 
Washington  DC 
USA  20007 
T  202-464-7246 
E  gutzeit@storyhousepro.com 

Evan  Hadingham 

Senior  Science  Editor 
NOVA/WGBH 
1  Guest  Street 
Boston  MA 
USA  21 35 
T  61 7-300-4355 
F  61 7-300-1 003 

E  evan_hadingham@wgbh.org 
W  www.pbs.org/nova 

Geoff  Haines-Stiles 

Producer,  Director,  Writer 
Passport  to  Knowledge/GHSPi 
299  Pavonia  Avenue,  #3-1 
Jersey  City  NJ 
USA  7302 
T  973-656-9403 

E  ghs@passporttoknowledge.com 
W  passporttoknowledge.com 

Carl  Hall 

Managing  Director 
Warehouse  51  Productions 
20  Greek  Street 
London 
UKW11  4UD 
T +44  207  851  1300 
E  carl.hall@w51p.com 
W  sky.com/skyvision 
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Elliott  Halpern 

President 
YAP  Films 

96  Spadina  Avenue,  Suite  205 
Toronto  ON 
Canada  M5V2J6 
T  41 6-504-6662 
F  41 6-504-6667 
E  ehalpern@yapfilms.com 
W  www.yapfilms.com 

Peter  Hamilton 

Founder,  Editor,  Publisher 

DocumentaryTelevision.com 

424  Henry  St 

Brooklyn  NY 

USA  11231 

T  71 8-624-3660 

E  r2k@verizon.net 

W  www.documentarytelevision.com 

Alice  Hamlett 

Head  of  Programming  And 

Acquisitions 

TVF  International 

375  City  Road 

London 

UKEC1V1NB 

T +44  759  578  0949 

E  alice.hamlett@tvf.co.uk 

W  www.tvfinternational.com 

Panuksmi  Hardjowirogo 

Producer/Founder 
M'GO  FILMS 
69  Kim  Yam  Road 
Singapore  239368 
T  +65  9732  8356 
E  panuksmi@margofilms.com 

Karl  Steffen  Haug 

Editor  In  Chief 
Spiegel  TV  GmbH 
Ericusspitze  1 
Hamburg 
Germany  20457 
T +49  40301 0821 9 
F  +49  40300785230 
E  steffen_haug@spiegel.de 
W  spiegel.tv 

John  Hay 

Commissioning  Editor,  Specialist 

Factual 

Channel  4 

1 24  Horseferry  Road 

London 

UKSW1P2TX 

T +44  207  306  3863 

Ejhay@channel4.co.uk 

W  www.channel4.com/ 


Yan  He 

General  Manager 

Guan  Yue  International 

4f,  Building  A,  China  CbdTeda,  No.  15, 

Guang  Hua  Road,  Chao  Yang  District 

Beijing 

China  100020 
T+86  1305251 1352 
E  yan.he@guanyueinternational.com 

Paul  Heaney 

Founder 

TCB  Media  Rights 

The  Light  Box,  1 1 1  Power  Road 

London 

UKW4  5PY 

T +44  778  842  7427 

F  +44  203  735  5222 

E  paul.heaney@tcbmediarights.com 

W  www.tcbmediarights.com 

Jukka-pekka  Heiskanen 

Executive  Producer,  Science 

YLE 

PI  90 

Helsinki 

Finland  24 

T  +35-840-830-2967 

Ejukka-pekka.heiskanen@yle.fi 

W  www.yle.fi 

Isabelle  Helle 

Director,  German  Speaking  Europe 
BBC  Worldwide  Germany 
Kaiser-Wilhelm  Ring  17-21 
Cologne 
Germany  50672 
T  +49  221-790  790 
F +49  220-790  79100 
E  isabelle.helle@bbc.com 

Justina  Hemperek 

Manager,  Facutal  Acquisitions 

Entertainment  One  Television 

International 

45  Warren  Street 

London 

UKW1T6AG 

T+44  203  714  7955 

Ejhemperek@entonegroup.com 

Gordon  Henderson 

President 

90th  Parallel  Productions 
203  Gerrard  St.  E. 

Toronto  ON 
Canada  M5A  2E7 
T  41 6-364-9090 
F  41 6-364-0580 
E  gordon@90thparallel.ca 
W  www.90thparallel.ca 


Brett  Hendrie 

Executive  Director 
Hot  Docs 

1 1 0  Spadina  Avenue,  Suite  333 
Toronto  ON 
Canada  M5V2K4 
T 41 6-203-21 55 
E  bhendrie@hotdocs.ca 

Ian  Herring 

President 

Parallax  Film  Productions 
PO  Box  751 50  White  Rock 
White  Rock  BC 
Canada  V4A  1B0 
T  604-53 1-2244 
E  iherring@parallaxfilm.com 
W  www.parallaxfilm.com 

Rudolph  Herzog 

Producer/Director 
Freelance 
Pappelallee  65 
Berlin 

Germany  10437 
T +49-1 70-832-3297 
E  rudolph@rudolph-herzog.de 
W  www.rudolph-herzog.de 

Alexander  Hesse 

Managing  Director 
Gruppe  5  Filmproduktion 
Kartaeuserwall  19-21 
Cologne 
Germany  50678 
T +49-221 -16801 645 
F +49-221-16801640 
E  Alexander.Hesse@gruppe5film.de 
W  www.gruppe5film.de 

Jonathan  Hewes 

Head  of  International 

Wall  To  Wall 

85  Grays  Inn  Road 

London 

UKWC1X8TX 

T+44  207  241  9377 

F  +44  207  267  5292 

Ejonathan.hewes@walltowall.co.uk 

W  www.walltowall.co.uk 

James  Heyward 

Executive  Producer 
Making  Movies 
1 95  Ponsonby  Road 
Auckland 
New  Zealand  1001 
T +64 9 921  5832 
E  info@makingmovies.co.nz 
W  www.makingmovies.co.nz 


Lucinda  Hicks 

Managing  Director 

Dragonfly  TV 

120- 124  Curtain  Road 

London 

UK  EC2A  3SQ 

T+44  207  033  2301 

E  Lucinda.Hicks@dragonfly.tv 

Anna  Higgins 

Co-Production  Manager,  Western 
Europe 

BBC  Worldwide  Germany 
Kaiser-wilhelm-ring  17-21 
Cologne 
Germany  50672 
T +49  221  790  790 
E  Anna.Higgins@bbc.com 

Kirsten  Hoehne 

Deputy  Head  Documentary 

Department 

Spiegel  TV  GmbH 

Ericusspitze  1 

Hamburg 

Germany  20457 

T +49-40301 08343 

E  kirsten_hoehne@spiegel-tv.de 

Karina  Holden 

Head  of  Production  And  Development 
Northern  Pictures 
226/122  Lang  Road,  Fox 
Entertainment  Quarter,  Moore  Park 
Sydney  NSW 
Australia  2021 
T  +61-2-9331-7334 
E  karina@northernpictures.com.au 
W  www.northernpictures.com.au 

Kristina  Hollstein 

Director  Acquisitions  & 

Co-Productions  Documentaries  ZDF 
ZDF  Enterprises  GmbH 
Erich-Dombrowski-Str.  1 
Mainz 

Germany  55127 
T  +49-61  -3 199-1 1835 
F  +49-6 1  -3 1 99- 12835 
E  kristina.hollstein@zdf-enterprises.de 
W  www.zdf-enterprises.de 

David  Hooper 

Managing  Director 
Espresso  TV 
25  York  Villas 
Brighton 
UKBN1  3TS 
T+44  127  373  929 
E  david@espressotv.co.uk 
W  www.espressotv.co.uk 


WORLD  CONGRESS  OF  SCIENCE  &  FACTUAL  PRODUCERS  |  MEMBER  LIST 


10 


MEMBERS-BY  NAME  (H-J) 


Sayumi  Horie 

Senior  Producer,  International  Co- 

Production 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
T +81 -3-5455-3366 
F +81-3-3481-2811 
E  horie.s-gg@nhk.or.jp 

Patrick  Horl 

Founder  and  Managing  Director 
Autentic 

Grunwalder  Weg  28d 
Oberhaching 
Germany  82041 
T +49-89-6734-69831 
F  +49-89-6734-69888 
E  p.hoerl@autentic.com 
W  www.autentic.com 

Sue  Horth 

Director  and  Head  of  Content 
Hardy  Pictures 
London 
UK 

T +44  777  959  3803 
E  sue@hardypictures.com 
W  www.hardypictures.com 

Thomas  Houkjaer 

Head  of  History  Department 
DR 

Emil  Holms  Kanal  1 
Copenhagen 
Denmark  999 
T  +45-2-964-71 37 
E  thoh@dr.dk 

Anne  Hufnagel 

General  Manager 
Autentic  Distribution  GmbH 
Ludwigstrasse  1 1 
Cologne 
Germany  50667 
T  +49  221  2035  2728 
E  a.hufnagel@autentic.com 
W  https://www.autentic.om 

Steve  Humphries 

Managing  Director 

Testimony  Films 

1 2  Great  George  Street 

Bristol 

UKB51  5RS 

T  +44  1 1 7  925  778 

E  steve.humphries@testimonyfilms. 

com 

W  www.testimonyfilms.com 


Stephen  Hunter 

Vice  President,  Development  & 
Production 

National  Geographic  Channels 
International 
1145  17th  Street  NW 
Washington  DC 
USA  20036 
T  202-91 2-6596 
F  202-912-6694 
E  shunter@natgeotv.com 
W  channel.nationalgeographic.com/ 
channel 

Charlotte  Hunt-Grubbe 

Producer 

Windfall  Films 

1  Underwood  Row 

London 

UKN1  7LZ 

T +44  791  262  3716 

E  charlottehg@windfallfilms.com 

W  www.windfallfilms.com/ 

Lilia  Hurst 

Co-  Managing  Director 
Drive 

2nd  Floor  Bankstock  Building,  42/44 

DeBeauvoir  Crescent 

London 

UKN1  5SB 

T  +44  203  150  2762 

E  lilla@drive-tv.co.uk 

W  www.drive-tv.co.uk 

Yoko  Imai 

Senior  Producer,  International 

Co-Production 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
T +81 -3-5455-2586 
E  imai.y-fq@nhk.or.jp 

Sally  Ingleton 

Managing  Director 
360  Degree  Films 
PO  Box  41 8 
Brunswick  VIC 
Australia  3056 
T  +61  -4-1 853-0550 
E  sally@360degreefilms.com.au 
W  www.360degreefilms.com.au 

Hiroshi  Izu 

Executive  Producer,  Nature  &  Science 

Programs 

NHK  Enterprises 

Tokyo 

Japan 

T +81 -3-3481 -7804 
E  izu.h-ic@nhk.or.jp 
W  www.nhk-ep.co.jp/en/ 


Keizo  Izuta 

Managing  Producer,  Science  Programs 

Division 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-2952 
E  izuta.k-kk@nhk.or.jp 

Katrina  Jackson 

Assistant  Producer,  office 
of  Communications 
NASA  Goddard  Space  Flight  Center 
8800  Greenbelt  Rd 
Greenbelt  MD 
USA  20771 
T  571 -230-971 5 
E  katrina.m.jackson@nasa.gov 
W  svs.gsfc.nasa.gov 

Jasper  James 

Founder 
Screen  Glue 

50  Westleigh  Avenue,  Putney 

London 

UKSW15  6RL 

T  +44  775  374  1142 

Ejasper@screenglue.com 

W  www.screenglue.com 

Tessa  James 

Financial  Director 
Lion  Television 

Lion  House,  26  Paddenswick  Road 

London 

UKW6  0UB 

T +44  208  846  2000 

E  tessa.james@liontv.co.uk 

W  www.liontv.com 

Yves Jeanneau 

CEO 

Sunny  Side  of  the  Doc 

21  bis  quai  Maubec 

La  Rochelle 

France  1 7000 

T  +33  5  46  55  79  91 

Eyjeanneau@sunnysideofthedoc.com 

W  www.sunnysideofthedoc.com 

Bjoern  Jensen 

International  Consultant 
AG  DOK/Ginger  Foot  Films 
Schweizerstrasse  6 
Frankfurt 
Germany  85737 
T +49  61 42/ 966033 
Ejensen@gingerfoot.de 
W  www.gingerfoot.de 


Yang  Jiayang 

Director 

Beijing  International  Documentary 

Center 

Beijing 

China 

E514158132@qq.com 

Dean  Johnson 

Partner 
IFA  Media 

62,  Burn  RoadTsh  Center  05-01 
Singapore  369976 
T  +65  6224  6366 
F  +65  6224  6466 
Ejohno@infocusasia.com 
W  ifa-media.com 

Arthur  Jones 

Director 
LP  Films 

Floor  2,  Building  2,  No.  23,  Lane  258 

Caoxi  Lu 

Shanghai 

China  200235 

T +86  18621569371 

E  arthur@LPfilms.net 

W  www.lpfilms.net 

Laura  Jones 

Antidote  Productions 

49  London  Road,  St  Albans 

London 

UKAL1  1U 

T +44  776  646  8222 

E  laura@antidoteproductions.co.uk 

Emmanuelle  Jouanole 

General  Manager 
Terranoa 

1 55,  Rue  De  Charonne 
Paris 

France  7501 1 
T  +  33  1  55  25  5942 
F  +33  1  55  25  59  03 
E  ejouanole@terranoa.com 
W  www.terranoa.com 

Daniel  Joyce 

Producer 

Projector  Films 

20  Princess  Street 

Adelaide 

Australia  5000 

T +61 -4-0335-4043 

E  dan@projectorfilms.com.au 
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Kristian  Kaehler 

CEO/Head  of  Distribution  and 

Development 

Berlin  Producers 

Prenzlauer  Allee  36 

Berlin 

Germany  10405 
T  +49-30-442-4402 
E  kristian.kaehler@fernsehbuero.de 
W  www.berlin-producers.de 

Valentine  Kass 

Program  Director 
National  Science  Foundation 
4201  Wilson  Boulevard,  Suite  885 
Arlington  VA 
USA  22230 
T  703-292-5095 
F  703-292-9044 
E  vkass@nsf.gov 
W  www.nsf.gov 

Hiroaki  Katayama 

Program  Director,  Science  Programs 

Division 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-7745 
E  katayama.h-hk@nhk.or.jp 
W  www3.nhk.or.jp/nhkworld/ 

Yuriko  Kawaike 

Producer,  International  Co-production 
NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-2586 
E  kawaike.y-fw@nhk.or.jp 

Shun-chih  Ke 

Co-Principal  Investigator 
Scicommtw 

2f,  No.5,  Lane  43,Tong-an  Street 
Taipei  City 
Taiwan  10085 
T +886-929-426-71 8 
E  scketw@gmail.com 

Alice  Keens-Soper 

Head  of  Specialist  Factual 
Oxford  Scientific  Films 
2nd  Floor,  21  -22  Warwick  Street 
London 
UKW1B5NE 
T +44  203  551  4600 
E  aliceks@oxfordscientificfilms.tv 
W  www.oxfordscientificfilms.tv/ 


Paul  Kemp 

President/Executive  Producer 
Stornoway  Productions 
800-105  Gordon  Baieser  Road 
Toronto  ON 
Canada  M2H  3P8 
T  41 6-859-6595 
F  41 6-923-1 122 
E  pkemp@stornoway.com 
W  www.stornowayproductions.com 

Nicolas  Kent 

Creative  Director 

Oxford  Film  &Television 

6  Erskine  Road 

London 

UKW41UB 

T  +44  207  483  3637 

E  Nick@oftv.co.uk 

Kazuhiro  Kitano 

Senior  Producer,  Special  Content 

Development  Center 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
T +81 -3-5455-2556 
E  kitano.k-fy@nhk.or.jp 

Tom  Koch 

Vice  President 
PBS  International 
10  Guest  Street 
Boston  MA 
USA  21 35 
T 61 7-208-735 
F  61 7-208-0783 
Ejtkoch@pbs.org 
W  pbsinternational.org 

Brad  Kohlenstein 

Vice  President  of  Development 
Science  Channel 
1  Discovery  Place 
Silver  Spring  MD 
USA  20910 
T  240-662-2895 

E  brad_kohlenstein@discovery.com 

Annette  Kohler 

Commissioning  Editor 
ZDF  German  Television 
ZDF  Strasse  1 
Mainz 

Germany  551 00 
T  +49-61  -31 701  -3322 
F +49-61-31701-5137 
E  tewes.a@zdf.de 
W  www.zdf.de 


Noel  Kok 

Director 

NB  Media  &  Productions 
5  Farmon  Road  Glenmore 
Durban 

South  Africa  4001 
T  +27  83  590  8064 
E  noel@nbproductions.co.za 
W  www.nbproductions.co.za 

Nicolas  Koutsikas 

Producer 

Georama  TV  Productions 

2  Mairie  Str 

Cadours 

France  31480 

T  +33  9  72  19  81  36 

F  +33  9  58  85  62  50 

E  nkoutsikas@georamatv.com 

Christoph  Krachten 

President 

Mediakraft  Networks  GmbH 

Poststr.4/5 

Berlin 

Germany  101 78 
E  ck@mediakraft.net 
W  www.mediakraft.net 

Kurt  Kratchman 

Managing  Director 
Winnick  &  Company 
9355  Wilshire  Blvd 
Beverly  Hills  CA 
USA  90210 
T  31 0-936-0987 
E  kurt@kurtkratchman.com 
W  winnickco.com 

Julian  Krietsch 

Senior  Vice  President  Program 
Planning 

RTL2  Fernsehen  GmbH  &  Co.  KG 

Lil  Dagover  Ring  1 

Gruenwald 

Germany  82031 

T +49  89  641 853600 

F +49  89  641 853609 

Ejulian.krietsch@rtl2.de 

Michael  Kron 

Program  Development  -  Head  of 
News,  Documentary,  Sports  &  Culture 
ORF 

Wuerzburggasse  30 
Vienna 
Austria  1136 
T  +43  6646278627 
E  michael.kroen@orf.at 
W  www.orf.at 


Shang-ren  Kwan 

Prinicipal  Investigator 
Scicommtw 

1 3f.,  No.221 ,  Sec.  3,  Beixin  Rd.,  Xindian 
Dist. 

New  Taipei  City 
Taiwan  23143 
T +886-289-1 15-085 
E  mikekwan1026@hotmail.com 
W  www.scicommtw.com/ 

Anne  Labro 

Producer 

Compagnie  des  Phares  et  Balises 
1 08,  avenue  Ledru  Rollin 
Paris 

France  7501 1 

E  anne.labro@phares-balises.fr 
W  www.phares-balises.fr 

Catherine  Laferriere-Vitali 

International  Sales  Manager 
ITN  Source 

c/o Thomson  Reuters,  6/8  Boulevard 

Haussmann 

Paris 

France  75009 
T  +33  1  4949  50  66 
E  c.vitali@itnsource.com 
W  www.itnsource.com 

Yves  Lafontaine 

Producer 

Productions  Nova  Media 
34,  Gamble  Est  Bureau  201 
Rouyn-Noranda  ON 
Canada  J9X  3B7 
T 81 9-797-6454 
F  81 9-797-4945 
E  ylafontaine@ 
productionsnovamedia.com 
W  productionsnovamedia.com 

Capucine  Lallemand 

International  presales  &  sales  manager 
FranceTV  Distribution 
37/45  Quai  du  President  Roosevelt 
Issy  les  Moulineaux 
France  92130 
T  +33  1  56  22  68  20 
F  +33  1  56  22  90  96 
E  capucine.lallemand@francetv.fr 

Samantha  Lambart 

Senior  Development  Producer 

Pioneer  Productions 

Voyager  House,  32  Galena  Road 

London 

UKW6  0LT 

T  +44  787  659  4973 

E  samantha.lambart@pioneertv.com 
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Sigrun  Laste 

Executive  Producer 
Story  House  Productions  GmbH 
Michaelkirchstr.  17-18 
Berlin 

Germany  10179 
T +49-30-28093 155 
E  laste@storyhousepro.com 
W  www.storyhousepro.com/ 

Aidan  Laverty 

Commissioning  Editor,  Science 
BBC 

BBC  New  Broadcasting  House, 
Portland  Place 
London 
UKW1A  1AA 
T +44  208  008  0366 
F  +44  208  752  6989 
E  aidan.iaverty@bbc.co.uk 
W  www.bbc.co.uk/programmes/ 
b006mgxf 

Dr.  Lisa  Lazareck 

Grants  Adviser  -  Broadcast,  Games  & 
Film 

WellcomeTrust 

215  Euston  Road 

London 

UKNW1  2BE 

T +44  207  611  8853 

E  l.lazareck@wellcome.ac.uk 

W  www.wellcome.ac.uk 

Christine  Le  Goff 

Producer 

ZED 

39  rue  des  Prairies 
Paris 

France  75020 
T  +33  1  53  09  98  26 
E  clegoff@zed.fr 
W  www.zed.com 

Tony  Leadman 

Head  ofWorldwide  Program 
Distribution 

CTV-  Exploration  Distribution  Inc. 

9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
T  41 6-384-441 0 
F  41 6-384-4208 
E  tony.leadman@bellmedia.ca 
W  www.exploration.ca 

Kathy  Lee 

Business  Development  Director 
FILMAT36  (S)  PTE  LTD 
501  Balestier  Road  #02-03  Wai  Wing 
Centre 

Singapore  329844 
T  +65  9817  2677 
E  kathy@filmat36.com 
W  filmat36.com 


May-yi  Lee 

Director,  Factual  Content  Production 
National  Geographic  Channels 
International 
Taiwan 

E  Mayyi.Lee@fox.com 

Ralph  Lee 

Deputy  Chief  Creative  officer 
Channel  4 
1 24  Horseferry  Road 
London 
UKSW1 P  2TX 
T +44  207  306  8283 
E  RLee@Channel4.co.uk 
W  www.channel4.com 

Susan  Lee 

Director  of  Acquisitions  &  Business 

Development 

Earth-Touch  Ltd 

5th  Floor,  Fairgate  House,  78  New 

Oxford  Street 

London 

UKWC1A  1HB 

T +44  771  224  7169 

E  susan@earthtouchuk.com 

W  earthtouchtvsales.com/ 

Alison  Leigh 

Editorial  Director 
WCSFP  Ltd 
Australia 

T +61 -4-2526-4921 
E  alisonleighwcsfp@me.com 

Brian  Leith 

CEO/Creative  Director 

Brian  Leith  Productions 

Suite  5.17/  5.1 8, 55  Whiteladies  Road 

Clifton 

Bristol 

UKBS8  2LY 

T  +44  1 1 7  906  4339 

E  brianleith@brianleith.tv 

W  brianleith.tv/ 

Helene  Leroux 

Managing  Editor,  Head  of  Science 
And  Environmental  Programming, 
Decouverte 
Societe  Radio-Canada 
1400  East  Rene  Levesque 
Montreal  QC 
Canada  H2L2M2 
T  51 4-597-4961 
F  514-597-7829 

E  helene.leroux@radio-canada.ca 
W  radio-canada.ca/decouverte 


Paul  Lewis 

President  and  General  Manager 
Discovery  Networks  Canada 
9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
T  41 6-384-4206 
F  41 6-384-4202 
E  paul.lewis@bellmedia.ca 
W  www.discovery.ca 

Bo  Li 

Director 

Xiamen  Video  &  Audio  Publishing 
Co.  Ltd 

3/f  Building  3,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361000 

T +86  13850069315 

E  924239688@qq.com 

Mandy  Li 

Producer/Director 
Mandarin  Film  Productions 
Xingfucun  Zhonglu,  Jinxiuyuan  D1 1 5, 
Chaoyang  District 
Beijing 

China  100027 
T  +86  18612799256 
E  mandyli@mandarinfilm.com 

Naihan  Li 

Founder,  Chief  Designer 
NAIHANLI  &Co. 

No.252  Caochangdi  Village, Chaoyang 

District 

Beijing 

China  100015 
Ejj@naihanli.com 
W  www.naihanli.com 

Pei  Li 

Deputy  Director  of  International 
Department,  Film  and  TV  Center 
CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road 
of  Haidian  District 
Beijing 

China  100038 
T  +86  1058880072 
E  duranduran0201@gmail.com 


Wang-long  Li 

Co-Principal  Investigator 
Scicommtw 

Department  Of  Materials  Science  And 
Engineering,  National  Cheng  Kung 
University,  No.1,  University  Road 
Tainan 
Taiwan  701 
T +886-920-682-641 
F  +886-623-46290 
E  dragonpuff.ncku1@gmail.com 
W  Science.nchc.org.tw 

Wei  Li 

Producer 

Beijing  Sun  Media  International  Co., 
Ltd 

6272,Tayuan  Diplomatic  Apartment, 
Beijing 

China  100600 
T+86  138106931 14 
E  laevoo@gmail.com 

Peiyu  Liang 

Director 

Beijing  New  Century  Media 
No.bYiyuan,  Hao  Hongyuan  No.3, 
Xibahe  South  Road 
Beijing 

China  100028 
T+86  18663257223 
E  harrylung@sina.com 

Eric  Lim 

Creative  Director/Content  Producer 
FILMAT36  (S)  PTE  LTD 
501  Balestier  Road  #02-03  Wai  Wing 
Centre 

Singapore  329844 
T  +65  9617  3565 
E  eric@filmat36.com 

Vilma  Linares 

Senior  Director 

National  Geographic  Channels 

International 

1145  17th  Street  NW 

Washington  DC 

USA  20036 

T  202-91 2-6679 

E  vlinares@natgeotv.com 

Leland  Ling 

CEO 

LIC  China 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road, Chaoyang 
District 
Beijing 

China  100029 
T  +  86  10  82023589 
E  leland@lic-bcbc.com 
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Jared  Lipworth 

Vice  President,  Specials 
National  Geographic  Studios 
1145  17th  Street  NW 
Washington  DC 
USA  20036 
T  202-775-61 89 
Ejlipwort@ngs.org 

Jocelyn  Little 

Managing  Director 
Beach  House  Pictures 
189,  New  Bridge  Road  #04-01/02 
Singapore  59422 
T  +65  9764  6188 

E  Jocelyn@beachhousepictures.com 
W  www.beachhousepictures.com 

Wei  Liu 

Producer,  International  Department, 

Film  and  TV  Center 

CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road 
of  Haidian  District 
Beijing 

China  100038 
T +86  1058880054 
E  liuweibj@foxmail.com 

Bill  Locke 

Head  of  History  And  Special  Projects 
Lion  Television 

Lion  House,  26  Paddenswick  Road 
London 
UKW6  0UB 
T +44  208  846  2021 
E  bill.locke@liontv.co.uk 

Michael  Loeb 

CEO 

WDR  mediagroup  GmbH 
Ludwigstrasse  2-6 
Cologne 
Germany  50667 
T  +49  2212035101 
F  +49  2212035283 
E  michael.loeb@ 
wdr-mediagroup.com 

Khim  Loh 

Manging  Director 

The  Moving  Visuals  Co.  Pte  Ltd. 

2  Kallang  Avenue  #04-08  Ct  Hub 
Singapore  339407 
T  +65  6333  3051 
E  khimloh@tmvc.sg 
W  www.tmvc.sg 


Wally  Longul 

President/Executive  Producer 
JKJ-TV  International 
43  Merrylynn  Dr. 

Richmond  Hill  ON 
Canada  L4C  5B2 
T  41 6-988-521 6 
E  wlongul@rogers.com 

Rosario  Lopez 

Producer 

Cabala  Producciones 

Eleodoro  Yanez  2933-2  /  Providencia 

Santiago 

Chile  7510340 

T +56 9 921 81 505 

E  rosariolopezfoncea@gmail.com 

W  www.cabala.cl 

Dinah  Lord 

Executive  Producer 

Freelance 

Poynders  End 

Hitchin 

UKSG4  7RX 

T  +44  780  959  7642 

E  dinah@dinahlord.co.uk 

Bertrand  Loyer 

President/Producer 
Saint  Thomas  Productions 
Village  D'entreprises  Saint  Henri, 

Rue  Anne  Gacon-  Bat  302 
Marseille 
France  13016 
T  +33  4  95  06  80  68 
F  +33  4  95  06  80  67 
E  b.loyer@saint-thomas.net 
W  www.saint-thomas.net 

Maxine  Lu 

Managing  Director 

Beach  House  Pictures  Taiwan  Ltd. 

1 0ff,  No.  252,  Sec.  5,  Zhongxiao  E.  Rd. 
Taipei  City 
Taiwan  11060 
T +886-227-22-420 
F  +886-227-22430 
E  maxine@beachhousepictures.com 

Lynn  Lugsden 

Group  Head  of  Sales  and  Commercial 

Argonon  International 

1  -3  St  Peters  Street 

London 

UKN1  8JD 

T  +44  207  704  5337 

E  LynnLugsden@ 

argononinternational.com 

W  www.argononinternational.com 


John  Lynch 

Chairman,  WCSFP  Board  of  Directors 

Words  Make  Pictures 

Granard  Lodge,  Putney  Park  Lane 

London 

UKSW15  5HU 

T +44  780  220  8547 

Ejohnlynchmedia@gmail.com 

Dietmar  Lyssy 

CEO 

Bilderfest  GmbH 
Adi-Maislinger-Str.  9 
Munich 

Germany  81 373 
T +49-89-1 89-4355-1 3 
F +49-89-1 89-4355-55 
E  lyssy@bilderfest.de 
W  www.bilderfest.de 

Claire  Macdonald 

VP  and  Publisher 

Realscreen 

Canada 

T  41 6-408-0858 
E  cmacdonald@brunico.com 

Gordon  Main 

Company  Director 

Barefoot  Rascals 

Ty  Cefn,  Rectory  Road 

Cardiff 

UKCF5  1QL 

T +44  797  7  42  9232 

E  gordon@barefootrascals.com 

Molatelo  Mainetje 

Producer/Director 
Bolobathaba  Multimedia 
Unit  15  Quartz  Close,  1  Chamfuti 
Crescent,  Ormonde,  Johannesburg, 
2091 

Johannesburg,  Gauteng  Province 
South  Africa  2091 
T  +27  83  714  5648 
F  +27  86  272  0040 
E  bolobathaba@gmail.com 
W  www.bolobathaba.co.za 

Leslea  Mair 

President 
Zoot  Pictures 
#2  -  222  Osborne  Street 
Winnipeg  MB 
Canada  R3L1Z3 
T 204-256-33 11 
E  leslea@zootpictures.com 
W  www.zootpictures.com 


Debbie  Manners 

Chief  Executive 

Keo  Films  Ltd 

9-1 0  Great  Sutton  Street 

London 

UKEC1V0BX 

T  +44  207  490  3580 

E  debbie.manners@keofilms.com 

Trevor  Manning 

Researcher 
Icon  Films 

3rd  Floor  College  House,  32-36 

College  Green 

Bristol 

UKBS1  5SP 

T  +44  11 7  910  2113 

ETrevor.manning@iconfilms.co.uk 

Bill  Margol 

Sr.  Director,  Programming  & 

Development 

PBS 

2100  Crystal  Drive 
Arlington  VA 
USA  22202 
T 703-739-8622 
E  blmargol@pbs.org 

Thibaut  Martin 

Producer 

Gedeon  Programmes 
155,  rue  de  Charonne 
Paris 

France  7501 1 
T  +33  1  55  25  59  21 
E  tmartin@gedeonprogrammes.com 
W  wwww.gedeonprogrammes.com 

Alexander  Martya 

Acquistions  Executive,  Assistant 

Producer 

Science  2.0 

Pravdi  Avenue,  24-3 

Moscow 

Russian  125040 

T  +7  916  959  67  24 

E  alextod90@gmail.com 

Joseph  Maxwell 

Commissioning  Editor, 
Documentaries,  History  and  Science 
Special  Broadcasting  Service  (SBS) 
Locked  Bag  028 
Crows  Nest  NSW 
Australia  1585 
T +61 -2-9430-3905 
F +61-2-9430-3865 
Ejoseph.maxwell@sbs.com.au 
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Dawn  McCarthy-Simpson 

Director  of  International 

Development 

Pact 

1 53-1 57  Cleveland  Street,  3rd  Floor 

Fitzrovia  House 

London 

UKW1T6QW 

T +44  207  380  8234 

E  dawn@pact.co.uk 

W  www.pact.co.uk 

Vivian  McGrath 

Fou  nder/Executive  Prod  ucer/Di  rector 
Redback  Productions 
Penthouse  Loft,Tribeca  Place,  2  Ping 
Lan  Street,  Ap  Lei  Chau 
Hong  Kong 
Hong  Kong  200031 
T +852-9767-1 180 
E  viv@redbackproductions.tv 
W  www.redbackproductions.tv 

Elizabeth  McIntyre 

VP  And  Head  of  Production  & 
Development,  Factual  Western 
Europe,  Dni 

Discovery  Networks  International 

Discovery  House  Building  2, 566 

Chiswick  High  Road 

London 

UKW45YB 

T +44  758  421  3500 

E  elizabeth_mcintyre@discovery.com 

Richard  McKerrow 

Creative  Director 
Love  Productions 
42  Eagle  Street 
London 
UKWC1R4AT 
T +44  207  067  4820 
E  richard.mckerrow@loveproductions. 
co.uk 

Liz  McLeod 

Executive  Producer 

True  North  Productions 

3rd  Floor,  East  Wing,  Marshall  Mills, 

Marshall  Street 

Leeds 

UK  LS1 1  9YP 
T  +44  1 1 3  394  5478 
E  LMcLeod@truenorth.tv 

Kirstie  McLure 

Managing  Director 
Pioneer  Productions 
32  Galena  Road,  Hammersmith 
London 
UKW6  0LT 
T  +44  208  748  0888 
F  +44  208  748  7888 
E  kirstie.mclure@pioneertv.com 
W  www.pioneertv.com 


Michael  McMahon 

Executive  Producer 
Primitive  Entertainment 
585  Bloor  Street  West,  Suite  300 
Toronto  ON 
Canada  M6G  1 K5 
T  41 6-53 1-3087 
F  416-531-4961 
E  michael@primitive.net 
W  www.primitive.net 

Caitlin  Meek-O'Connor 

Acquisitions  Manager,  Factual  & 

Factual  Entertainment 

DRG 

62-65  Chandos  Place 
London 
UKWC2N4HG 
T  +44  782  783  0949 
E  c.meekoconnor@drg.tv 
W  www.drg.tv 

Li  Mian 

Director  of  Film  and  TV  Center 
CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road 
of  Haidian  District 
Beijing 

China  100038 
T  +86  1058880072 
E  1 1 34076686@qq.com 
W  www.cicc.tv 

Eric  Michel 

Consultant  -  Producer 
Javelot  medias  international 
300-1000  Amherst 
Montreal  QC 
Canada  H2L3K5 
T  514-823-5678 
E  em@javelotmedias.com 

Gregory  Miller 

Executive  Producer 
Film  Projects 
PO  Box  580 

Potts  Point,  Sydney  NSW 
Australia  201 1 
T +61 -2-8521 -7350 
F +61-2-8521-7351 
E  gregory@filmprojects.com.au 
W  www.filmprojects.com.au 

Stephane  Milliere 

Chairman 

Gedeon  Programmes 
155,  rue  de  Charonne 
Paris 

France  7501 1 
T  +33  1  55  25  59  21 
F  +33  1  55  25  59  00 
E  smiiliere@gedeonprogrammes.com 
W  www.gedeonprogrammes.com 


Laurent  Mini 

Producer 

La  Compagnie  desTaxi-Brousse 
98  Rue  Jean  Pierre Timbaud 
Paris 

France  7501 1 
T  +33  1  40  21  59  59 
F  +33  1  40  21  59  79 
E  lmini@cie-taxibrousse.com 
W  www.cie-taxibrousse.com 

Thierry  Mino 

Deputy  Head  of  Documentaries 
&  Acquisitions  and  International 
Co-productions 
France  Televisions 
10-12  Rue  Horace  Vernet 
Issy  les  Moulineaux 
France  92130 
T  +33  1  56  22  91  07 
E  thierry.mino@francetv.fr 

Kyoko  Misumi 

Program  Director,  Science  Programs 

Division 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-2961 
E  misumi.k-fq@nhk.or.jp 

Chi-yung  Moh 

Co-Prinicipai  Investigator 
Scicommtw 

6f„  No.1 5,  Aly.  47,  Ln.  458,  Beian  Rd. 
Taipei  City 
Taiwan  104 
T +886-91 2-579-600 
E  moh.chiyung@gmail.com 
W  www.scicommtw.com 

Philippe  Molins 

Producer 

MFP 

26  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
T +33  6  07  02  00  48 
E  phiiippe.molins@mfptv.fr 

Jens  Monath 

Editor  Department  History  and 
Society 

ZDF  German  Television 
ZDF  Strasse  1 
Rineland  Pfalz 
Germany  55100 
T +49-61 -3 170-1 6733 
F +49-61-31 70-6876 
E  monath.j@zdf.de 
W  www.zdf.de 


Leila  Monks 

Founder/Managing  Director 
Antidote  Media  LTD 
11,1  Hare  Marsh 
London 
UKE2  6FF 

T +44  795  191  0752 
E  Leila@antidotemedia.co.uk 

Miki  Mori 

Senior  Producer,  International 

Co-Production 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
T +81 -3-5455-6056 
F +81-3-3466-2811 
E  mori.mi@nhk-ed.co.jp 
W  www.nhk.or.jp 

Gillian  Mosely 

Company  Director 
medialab 

36a  Lambs  Conduit  Street 
London 
UKWC1N3LD 
T  +44  795  890  5195 
E  gillianmosely@medialabuk.com 
W  www.medialabuk.com 

Clare  Mottershead 

Executive  Producer 

Dragonfly  TV 

120- 124  Curtain  Road 

London 

UKEC2A3SQ 

T  +44  207  033  2309 

E  clare.mottershead@dragonfly.tv 

Lucie  Muir 

Wildscreen  Exchange  Manager 

Wildscreen 

4a,  36  King  Street 

Bristol 

UKBA1  4DZ 
T  +44  1 1 7  328  5959 
E  lucie.muir@wildscreen.org.uk 

Takalani  Mulaudzi 

Tshedza  Media 
South  Africa 
T  +27  76  130  3114 
E  takalani@tshedzamedia.co.za 

Kyle  Murdoch 

Managing  Director 
NHNZ 

5  Melville  Street 
Dunedin 

New  Zealand  9054 
T +64  3  479  9799 
E  kmurdoch@nhnz.tv 
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Steven  Murphy 

Head  of  Content,  Asia  Pacific 
GroupM  Entertainment 
1 8  Cross  Street,  China  Square  Central 
04-01 

Singapore  48423 
T  +65  9822  2844 
E  Steven.Murphy@groupm.com 
W  www.groupm.com 

Massimo  My 

Managing  Director 
MyMax  Edutainment 
Via  Alessandro  Severo,58 
Rome 
Italy  145 

T +39-335-830-0869 
F +39-064-341 -2520 
E  massimo.my@mymax.it 
W  www.mymax.it 

Nisha  Naidoo 

The  Creative  Advantage 
South  Africa 
T  +27  76163  9013 
E  nishanaidoo@rocketmail.com 

Daisy  Newton  Dunn 

Producer  and  Asian  Projects  Executive 
Lion  Television 

Lion  House,  26  Paddenswick  Road 

London 

UKW6  0UB 

T +44  208  846  2000 

E  daisy.newton-dunn@liontv.co.uk 

Hilary  Ng 

Manager 

Media  Development  Authority, 
Singapore 
3  Fusionopolis  Way 
Singapore  138633 
T +65  91 82  4276 
E  hilary_ng@mda.gov.sg 

Nqaba  Ngoyi 

Director/Producer 
Fort  Films 
South  Africa 
T  +27  72  724  0952 
E  nqabaq@gmail.com 

Neil  Nightingale 

Creative  Director 

BBC  Earth 

Whiteladies  Road 

Bristol 

UKBS8  2LR 

T+44  117  974  7708 

E  neil.nightingale@bbc.com 


Yuqi  Ning 

Senior  Manager 
Rare  Media 

No.38  Shuangliubei  Street,  Chaoyang 

District 

Beijing 

China  100024 
T  +86  18610638548 
E  ningyuqi@raredoc.com 

Sifiso  Nobela 

CEO,  Film  and  Video 
FTB  Multimedia 

32  Bell  street  3rd  floor,  Office  No.  310 
Nelspruit 

Mbombela 
South  Africa  1 200 
T  +27  74  6441397 
F  +27  86  766  0021 
E  nsnobela@msffi.org 
W  www.msffi.org 

Sumitra  Nydoo 

Producer 

Tilt  Productions 

Johannesburg 

South  Africa 

T  +27  82  465  6777 

E  sumitranydoo@gmail.com 

Achim  Odziomek 

Commissioning  Editor 
ZDF  German  Televison 
Germany 

T +49-61 -31 70-1 2276 
E  Odziomek.A@zdf.de 

Joseph  Oesi 

Director  -  Producer  -  Cinematographer 

Hambrook  Communications 

1 10,  Alteryn  Mansions,  6,  Corlett  Drive, 

ILLOVO 

Johannesburg 

South  Africa  2196 

T  +27  83  988  3473 

Ejoesibt@me.com 

W  www.miningforpower.com 

Andrew  Ogilvie 

CEO  and  Executive  Producer 
Electric  Pictures 

33  Canning  Highway 
East  Fremantle  WA 
Australia  6158 

T  +61  -8-9339-1 133 
F +61-8-9339-1 183 
E  ao@electricpictures.com.au 
W  www.electricpictures.com.au 


Joel  Olicker 

Chief  Executive  officer 
Powderhouse 
212  Elm  Street 
Somerville  MD 
USA  2144 
T  61 7-284-2950 
Ejolicker@powderhouse.net 
W  www.powderhouse.net 

Anne  Olzmann 

Managing  Director 
Albatross  World  Sales 
Altenburger  Str.  7 
Leipzig 

Germany  4275 
T +49  341  35002560 
E  anne@albatrossworldsales.com 
W  www.albatrossworldsales.com 

Toshiyuki  Oono 

Senior  Producer,  Science  Programs 

Division 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-21 68 
E  oono.t-jm@nhk.or.jp 

Daniella  Ortega 

Director/writer 
Electric  Pictures 
4  Davies  St,  Leichhardt 
Sydney  NSW 
Australia  2040 
T +61 -4-1 279-8597 
E  do@daniellaortega.com 

Stefan  Otter 

Supervising  Producer 
Bilderfest  GmbH 
Adi-maislinger-strasse  9 
Munich 

Germany  81373 
T  +49-89-1 89-43550 
E  info@bilderfest.de 

Benjamin  Overmeyer 

Gambit  Films 
South  Africa 

E  benjamin@gambitfma.co.za 

Sophie  Parrault 

Producer 

Bonne  Pioche Television 
188  Rue  De  La  Roquette 
Paris 

France  7501 1 
T  +33  1  49  29  46  00 
F  +33  1  49  29  93  00 
E  parrault@bonnepioche.fr 
W  www.bonnepioche.fr 


Charlie  Parsons 

Vice  President,  Development  and 
Production 

National  Geographic  Channel 
1 1 45  1 7th  Street  NW 
Washington  DC 
USA  20036 
T  202-91 2-6790 
E  cparsons@natgeotv.com 

Carolyn  Payne 

Commissioning  Executive  Producer 
National  Geographic  Channels 
International 

Shepherds  Building  East,  Richmond 

Way 

London 

UKW140DQ 

T+44  208  735  3718 

E  Carolyn.Payne@fox.com 

Celine  Payot  Lehmann 

Head  of  Distribution  and  Acquisitions 
ZED 

39  rue  des  Prairies 
Paris 

France  75020 
T  +33  1  53  09  98  76 
E  cplehmann@zed.fr 
W  www.zed.fr 

Edward  Peill 

President 

Tell  Tale  Productions  Inc. 

5690  Woodill  St 
Halifax  NSW 
Canada  B3K1G9 
T  902-497-0888 
F  902-444-991 9 
E  edward@telltale.tv 
W  www.telltale.tv 

Julia  Peters 

EP  Content  &  Broadcast 
The  Feds 

Lv  2, 1 04  George  St 
Redfern  NSW 
Australia  2016 
T +61 -2-8396-5999 
E  rubygirl@thefeds.com.au 

Sven  Pietsch 

Senior  Vice  President  Factual 
ProSiebenSat.1  TV  Deutschland  GmbH 
Medienallee  7 
Unterfoehring 
Germany  85774 
T +49-89-9507-2730 
E  sven.pietsch@prosiebensat1  .com 
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Tuuve  Piispa 

Producer 

YLE 

Radiokatu,  PL  90 
Helsinki 
Finland  24 
T  +35-840-710-0866 
E  tuuve.piispa@yle.fi 

Carlos  Pinsky 

Director  of  Documentary  Unit 
Morgane  Groupe 
3-5  Blvd  Georges  Seurat 
Neuilly-sur-Seine 
France  92200 
T  +33  1  41  43  71  00 
F  +33  1  41  43  71  01 
E  cpinsky@morgane-prod.fr 
W  www.morgane-groupe.fr 

Hugh  Piper 

Director,  Writer 
EVERSHINE 

23  Barracluff  Ave  Bondi  Beach 
Sydney  NSW 
Australia  2026 
T  +61  -4-1 887-7723 
E  hughpiper@evershine.net.au 

Clemence  Porret 

Head  of  Acquisitions  &  International 

Development 

ONLY  SCIENCE— TVONLY 

20  cour  des  Petites  Ecuries 

Paris 

France  75010 

E  clemence.porret@tv-only.com 
W  www.onlyscience.tv 

Martin  Potter 

Director  and  Producer 
Big  Stories  Co. 

22  Grove  Rd,  Hawthorn 
Melbourne  VIC 
Australia  3122 
T +61 -4-5876-0579 
E  martin@bigstories.com.au 

David  Pounds 

Chief  Executive 

Electric  Sky 

1  Ckifton  Mews 

Brighton 

UKBN1  3HR 

T +44  127  324  2041 

E  david.pounds@electricsky.com 


Emmanuel  Priou 

Producer 

Bonne  Pioche  Television 
1 88  Rue  De  La  Roquette 
Paris 

France  7501 1 
T  +33  1  49  2946  00 
F  +33  1  49  29  93  00 
E  priou@bonnepioche.fr 
W  www.bonnepioche.fr 

Fabrice  Puchault 

Head  of  Documentary  Department 
of  France  2 
France  Televisions 
7  Esplanade  Henri  De  France 
Paris 

France  75907 
T  +33  1  56  22  44  81 
F  +33  1  56  22  5617 
E  fabrice.puchault@francetv.fr 
W  www.france2.fr 

Ed  Punchard 

Company  Director 
Prospero  Productions 
21  Blinco  Street 
Fremantle  WA 
Australia  6160 
T +61 -8-9336-6006 
E  ed@prospero.com.au 
W  www.prospero.com.au 

Tony  Qi 

Vice  President  -Territory  Head,  China 
National  Geographic  Channels 
International 
China 

E  Tony.Qi@fox.com 

Ralf  Quibeldey 

Head  of  Natural  History  and  Discovery 

Programmes 

NDR/ARD 

Hugh-greene-weg  1 
Hamburg 
Germany  22529 
T +49-40-41 56-4788 
E  r.quibeldey@ndr.de 
W  www.ndr.de 

Jakub  Rails 

Programme  Director,  Producer 

Academia  Film  Olomouc,  4Science 

Production 

Univerzitni  3 

Olomouc 

Czech  Republic  77900 
T  +42  0774325132 
E  ralis@afo.cz 
W  www.afo.cz 


Sara  Ramsden 

Commissioning  Editor,  Science 
Channel  4 
1 24  Horseferry  Road 
London 
UKSW1P2TX 
T  +44  207  306  8354 
E  sramsden@channel4.co.uk 
W  www.4producers.co.uk 

Julia  Redwood 

Company  Director 
Prospero  Productions 
21  Blinco  Street 
Fremantle  WA 
Australia  6160 
T +61 -8-9336-6006 
Ejulia@prospero.com.au 
W  www.prospero.com.au 

Ole  Retsbo 

Producer/Director 

DR 

Persiensvej  16 
Copenhagen 
Denmark  2300  S 
T +45-2-334-1 489 
E  ret@dr.dk 
W  www.dr.dk 

Nakedi  Ribane 

Director/Producer 

Nakedi  And  Associates 

PO  Box  130816,  Bryanston,  2021, 27 

Meadowbrook  Close,  Morningside, 

2196 

Johannesburg 
South  Africa  2021 

T  +27  1 1  884  6331,27  82  789  2163 
F  +27  1 1  884  6331 
E  nac.nakedi.ribane@gmail.com 

Jim  Ribbans 

Head  of  Business  Development 
Beach  House  Pictures 
189,  New  Bridge  Road  #04-01/02 
Singapore  59422 
T  +65  6236  9565 
Ejim@beachhousepictures.com 
W  www.beachhousepictures.com 

Alice  Robinson 

Production  Executive 

Warehouse  51  Productions 

20  Greek  Street 

London 

UKW11  4UD 

T +44  207  851  1300 

E  alice.robinson@w51p.com 


Michael  Rosenfeld 

Head  ofTelevision  and  Film 
Tangled  Bank  Studios 
4000  Jones  Bridge  Road 
Chevy  Chase  MD 
USA  20815 
T 301 -21 5-8763 
F  301-215-8775 

E  mrosenfeld@tangledbankstudios.org 

Gavin  Rota 

Director  of  Development 

Wall  To  Wall 

85  Grays  Inn  Road 

London 

UKWC1X8TX 

T +44  207  241  9231 

E  gavin.rota@walltowall.co.uk 

Maryse  Rouillard 

President 

Filmoption  International  Inc. 

3401  Saint-antoine 
Westmount  QC 
Canada  H3Z1 XI 
T  514-931-6180  ext.  2253 
F  514-939-2034 
E  mrouillard@filmoption.com 
W  www.filmoption.com 

Ralf  Riickauer 

Vice  President,  Zdfe.factual 
ZDF  Enterprises  GmbH 
Erich-dombrowski-str.  1 
Mainz 

Germany  55127 
T  +49-6131-991-1610 
E  ralf.rueckauer@zdf-enterprises.de 
W  www.zdf-enterprises.de 

Corey  Russell 

President/Executive  Producer 
Fadoo  Productions  Inc. 

629  Eastern  Ave,  Unit  A1 02 
Toronto  ON 
Canada  M4M1 E3 
T  647-253-2462 
E  corey@fadoo.com 
W  www.fadoo.com 

Judy  Rymer 

Producer  &  Director 
Rymer  Childs 

20  Buckingham  Street,  Surry  Hills 
Sydney  NSW 
Australia  2010 
T +61 -2-9255-22400 
F +61-2-9319-5826 
E  rymer@tpg.com.au 
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Crispin  Sadler 

Managing  Director 

Mallinson  Sadler  Productions 

29  Lynedoch  Street 

Glasgow 

UKG3  6EF 

T+44  117  973  1935 

E  crispin_sadler@blueyonder.co.uk 

W  www.msptv.co.uk 

Hind  Saih 

Producer 
Bellota  Films 

6,  Villa  Du  Clos  De  Malevart 
Paris 

France  7501 1 
T  +33  1  48  07  28  71 
E  hind@bellotafilms.fr 
W  www.bellotafilms.fr 

Robert  Salvestrin 

COO  Plead  of  Distribution 
Bonne  Pioche  Television/Lucky  You 
1 88  rue  de  la  Roquette 
Paris 

France  7501 1 
T  +33  6  65  51  10  11 
F  +33  1  49  29  93  00 
E  r.salvestrin@lucky-you.tv 

Karim  Samai 

Producer 

La  Compagnie  desTaxi-Brousse 
98  Rue  Jean  Pierre Timbaud 
Paris 

France  7501 1 
T  +33  1  40  21  59  59 
F  +33  1  40  21  59  79 
E  ksamai@cie-taxibrousse.com 
W  www.cie-taxibrousse.com 

Gen  Sasaki 

Corporate  officer,  Nature  &  Science 

Programs 

NHK  Enterprises 

3f,  5-5  Kamiyama-cho,  Shibuya-ku 
Tokyo 

Japan  150-0047 
T +81 -3-3481 -7808 
E  sasaki.g-ey@nhk.or.jp 

Annette  Scheurich 

Executive  Producer 
Marco  Polo  Film  AG 
Handschuhsheimer  Landstr.  73 
Heidelberg 
Germany  69121 
T  +49-160  15  236  15 
F +49-622 1-400-884 
E  annette@marco-polo-film.de 
W  www.marco-polo-film.de 


Chris  Schmidt 

Senior  Producer 

N01//VWGBH 

1  Guest  Street 

Boston  MA 

USA  21 35 

T  61 7-300-4347 

E  chris_schmidt@wgbh.org 

Stuart  Scowcroft 

Managing  Director 
Intomedia  Pty  Ltd 
7  Wattle  Street 
Killara  NSW 
Australia  2071 
T +61 -2-9499-5980 
F +61-2-9499-5980 
E  stuart@intomedia.com.au 
W  www.intomedia.com.au 

Steven  Seidenberg 

Head  of  International  Production 
LIC-BCBC  (China) 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road,Chaoyang 
District 
Beijing 

China  100029 
T  +86  447774937090 
E  stevenseidenberg@hotmail.com 

Rob  Shaftel 

SVP  Development 
ITV  Studios  America 
609  Greenwich  St.,  9th  Floor 
New  York  NY 
USA  10014 
T  21 2-905-1 731 
F  21 2-905-1 763 
E  rshaftel@itvstudios.com 

Jeffrey  Shaw 

Dean 

School  of  Creative  Media,  City 
University  of  Hong  Kong 
Hong  Kong 

Takeshi  Shibasaki 

Senior  Producer,  Science  Programs 

Division 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  1508001 
T +81 -3-5455-2964 
E  shibasaki.t-hg@nhk.or.jp 


Cheng-jen  Shih 

Professor 

National  Taiwan  University 
1,  Sec.  4  Roosevlt  Rd. 

Taipei 

Taiwan  10671 
T +886-928-486-999 
F +886-223-632 19 
E  shihcj@ntu.edu.tw 

Kay  Siering 

Head  of  Documentary  Department 
Spiegel  TV  GmbH 
Ericusspitze  1 
Hamburg 
Germany  20457 
T +49  40  301 0  8398 
E  kay_siering@spiegel-tv.de 
W  www.spiegel-tv.de 

Edwina  Silver 

Head  of  Specialist  Factual 

Dragonfly  TV 

120- 124  Curtain  Road 

London 

UK  EC2A  3SQ 

T+44  207  033  3192 

E  Edwina.Silver@dragonfly.tv 

Juliet  Singer 

Producer 
Caravan  Media 
London 
UK 

T+44  795  656  3821 
Ejulietsinger@gmail.com 

Duncan  Singh 

Assistant  Producer,  BBC  Science 
BBC 

BBC  New  Broadcasting  House, 

Portland  Place,  07B 

London 

UKW1A  1AA 

T+44  792  939  3230 

E  duncan.singh@gmail.com 

W  www.bbc.co.uk/science 

Xoliswa  Sithole 

Producer/Director 
Nayanaya  Pictures 
12  Babington  Road,  Fairwood 
Johannesburg 
South  Africa  2192 
T  +27  72  504  1929 
E  sitholexoliswa7@gmail.com 
W  www.nayanayapictures.com 


Francis  Smith 

Company  Director 
I  FA 

62,  Burn  RoadTsh  Center  05-01 
Singapore  369976 
T  +65  6341  5612 
E  francis@ifa-media.com 
W  www.ifa-media.com 

Jackie  Smith 

Managing  Director 

Green  Intelligence  Pictures 

Regina  House,  1 24  Finchley  Road 

London 

UK  NW3  5JS 

T+44  771  108  8206 

Ejackie@ 

greenintelligencepictures.com 

John  Smithson 

Creative  Director 

Arrow  Media 

17-1 8  Margaret  Street 

London 

UKW1W8RP 

T+44  207  489  6300 

Ejohn.smithson@arrowmedia.com 

W  www.arrowmedia.com 

Andrew  Solomon 

Head  of  Natural  History  And  History 
ORF 

Wuerzburggasse  30 
Vienna 
Austria  1 136 
T  +43  18787814129 
E  andrew.solomon@orf.at 

Alexandre  Soullier 

Producer 

Bonne  PiocheTelevision 
1 88  Rue  De  La  Roquette 
Paris 

France  7501 1 
T  +33  1  49  29  46  00 
F  +33  1  49  29  93  00 
E  a.soullier@bonnepioche.fr 
W  www.bonnepioche.fr 

Liz  Stevens 

Senior  Manager,  Documentary 
Screen  Australia 
45  Jones  Street,  Level  7 
Sydney  NSW 
Australia  2007 
T +61 -2-81 13-1027 
E  liz.stevens@screenaustralia.gov.au 
W  www.screenaustralia.gov.au 
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MEMBERS-BY  NAME  (S-T) 


Midi  Stormont 

Content  Sales  Manager,  Asia  Pacific  & 
Latin  America 
Flame  Media  Pty  Ltd 
2/65-71  Whiting  Street 
Artarmon  NSW 
Australia  2064 
T +61 -2-8065-4899 
E  mstormont@flamedistribution.com 
W  www.flamedistribution.com 

Ulla  Streib 

Managing  Director 
Eos  Films 
London 
UK 

E  ulla.streib@eosfilms.tv 

Gregor  Streiber 

Producer 

werwiewas  medienproduktion 
Strausberger  Platz  18 
Berlin 

Germany  10243 
T  +49  3077008849 
F  +49  3077008864 
E  gregor@werwiewas.com 
W  www.werwiewas.com 

Christopher  Sumpton 

Producer/Partner 
Cogent-Benger  Productions,  Inc. 

1 352  Bathurst  Street,  Suite  201 
Toronto  ON 
Canada  M5R  3H7 
T  41 6-535-5394 
E  cas@cogentbenger.com 
W  www.cogentbenger.com 

Shuyun  Sun 

Creative  Director 
Eos  Films 
London 
UK 

T +44  203  511  4620 
E  shuyun1213@gmail.com 
W  www.eosfilms.tv/ 

Emma  Swain 

Controller  of  Factual  Commissioning 
BBC 

BBC  New  Broadcasting  House, 

Portland  Place 

London 

UKW1A  1AA 

T +44  771  896  6136 

E  emma.swain@bbc.co.uk 

W  www.bbc.co.uk 


Charlotte  Tachet 

Head  of  Documentary  Sales 
AB  International  Distribution/AB 
Productions 

132  avenue  du  president  Wilson 
La  Plaine  Saint  Denis 
France  93210 
T  +33  1  49  17  23  85 
E  charlotte.tachet@groupe-ab.fr 
W  www.ab-international.com/ 

Celia  Tait 

Exec  Producer  /  Producer 
Artemis  International 
6-226  Carr  Place,  Leederville 
Perth  WA 
Australia  6160 
T +61 -8-9228-2852 
F  +61  -8-9228-451 7 
E  ctait@artemisfilms.com 
W  www.artemisfilms.com 

Annamaria  Talas 

Director/producer 

Smith&Nasht 

1 5  De  Lauret  Avenue,  Newport 
Sydney  NSW 

Australia  2106 
T +61 -2-991 8-9688 
E  talasannamaria@gmail.com 

Aegena  Tay 

Director,  Program  Development 
BOMANBRIDGE  Media  Pte  Ltd 
8  Smith  Street  #02-01 
Singapore  58922 
T +65  8 168  5465 
F  +65  6224  9879 
E  aegena@bomanbridge.tv 
W  www.bomanbridge.tv 

HidekiTazuke 

Head  of  Science  Programs  Division 
NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
T +81 -3-5455-2945 
F +81-3-3465-4189 
E  tazuke.h-es@nhk.or.jp 

Michael  Tear 

CEO 

WildBear  Entertainment 

16  Petrie  Plaza 
Canberra  ACT 
Australia  2601 

T  +6 1-2-6248-8444 
F +61 -2-6248-8288 
E  michael.tear@wildbear.tv 
W  www.wildbear.tv 


Benjamin  Ternynck 

Producer 

Kwanza 

40,  Rue  De  Paris 
Boulogne-Billancourt 
France  92100 
T  +33  1  41  22  90  51 
F  +33  1  41  22  90  54 
E  bternynck@kwanza.fr 
W  www.kwanza.fr 

Robert  Laurent  Thibierge 

Producer 

EFFERVESCENCE  DOC 
80  Ave  Marceau 
Paris 

France  75008 
T +33  6  09  32  00  48 
E  thibirobert@gmail.com 

Niobe  Thompson 

Producer  &  Science  Host 
Clearwater  Documentary 
9009  -  99  St. 

Edmonton  AB 
Canada  T6E  3V6 
T  780-757-9777 
F  780-665-4299 

E  niobe@clearwatermedia.com 
W  www.clearwaterdoc.ca 

EdwinaThring 

Managing  Director 
Wild  Thring  Media 
Todsbridge,  Far  Wells  Road 
Bisley 

UKGL6  7AQ 
T  +44  145  277  0224 
E  edwina@wildthringmedia.com 

Danny  Tipping 

Director  of  Programming  And 
Development 
Sky  Vision 
5  Station  Approach 
Chorleywood 
UKWD3  5PF 
T +44  192  328  6886 
F  +44  1 92  328  6065 
E  Danny.tipping@bskyb.com 
W  sky.com/skyvision 

JulieTolza 

Head  of  Sales 

Compagnie  des  Phares  et  Balises 
108,  avenue  Ledru  Rollin 
Paris 

France  7501 1 

Ejulie.tolza@phares-balises.fr 
W  www.phares-balises.fr/societe^ 
uk.php 


Bernice  Toni 

Series  Producer 
Blackfella  Films 
1 0  Cecil  St 
Paddington  NSW 
Australia  2021 
T +61 -4-1 21 1-9979 
E  bernicetoni@hotmail.com 

YabukiToshihide 

Senior  Producer,  Special  Content 

Development  Center 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-3934 
E  yabuki.t-ey@nhk.orjp 

Elizabeth  Trojian 

Director  of  Development 
YAP  Films 

96  Spadina  Avenue,  Suite  205 
Toronto  ON 
Canada  M5V2J6 
T  41 6-504-3662  ext.  260 
F  41 6-504-3667 
E  etrojian@yapfilms.com 
W  www.yapfilms.com 

GuenaelleTroly 

Director  of  Broadcast  And  Content  / 
Deputy  CEO 
RMC  DECOUVERTE 
1 2  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
T  +33  1  71  19  1031 
E  aphilippon@rmcdecouverte.fr 

Katrina  Tudor 

Development  Producer 
Artemis  International 
6-226  Carr  Place,  Leederville 
Perth  WA 
Australia  6007 
T +61 -8-9228-2852 
E  katrina_tudor@hotmail.com 

NinaTuominen 

Acquisition  Executive,  International 

Programme  Acquisitions 

YLE 

Radiokatu  5,  POB  46 
Helsinki 
Finland  24 
T  +35  891-480-2401 
F +35-891  480-4191 
E  nina.tuominen@yle.fi 
W  www.yle.fi 
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MEMBERS-BY  NAME  (T-X) 


Gabriel  Turkieh 

Producer 
Altomedia 
15  Rue  d'Hauteville 
Paris 

France  75010 
T  +33  1  42  77  77  72 
F  +33  1  42  77  77  73 
E  g.turkieh@altomedia.com 
W  www.altomedia.com 

Joan  Ubeda 

Producer 
Media  3.14 
Diagonal  177 
Barcelona 
Spain  8018 
T +34-93-476-1 5-51 
F +34-93-476-1 5-52 
Ejubeda@mediapro.es 
W  www.media314.cat 

Marcus  Uhl 

Managing  Director 
Bilderfest  GmbFI 
Adi-Maislinger-Str.  9 
Munich 

Germany  81 373 
T +49-89-1 89-4355-1 3 
F +49-89-1 89-4355-55 
E  uhl@bilderfest.de 
W  www.bilderfest.de 

Andrea  Ulbrick 

Commissioning  Editor, 
Documentaries,  TV  Department 
Australian  Broadcasting  Corporation 
ABC  Factual,  Level  5B/  700  Harris 
Street, 

Ultimo  NSW 
Australia  2007 
T +61 -2-8333  41 53 
E  ulbrick.andrea@abc.net.au 
W  www.abc.net.au/tv/independent/ 
factualdocumentary_about.htm 

Maria  Valbusa-Muceli 

In  charge  of  coordination  of 
documentaries 
France  Televisions 
7  Esplanade  Henri  De  France 
Paris 

France  75907 
T  +33  1  56  22  72  64 
E  Maria.Valbusa-Muceli@francetv.fr 
W  francetelevisions.fr/guide-de-la- 
creation/?page=documentaire 


Lucy  van  Beek 

Executive  Producer 
Brook  Lapping  Productions 
6  Anglers  Lane 
London 
UKNW5  3DG 
T +44  783  764  5324 
E  lvanbeek@brooklapping.com 
W  www.brooklapping.com 

Kathleen  Van  Damme 

Head  of  Audiovisual  Department 
GOPA  Com. 

Boulevard  De  La  Woluwe,  2 
Brussels 
Belgium  1 1 50 
T +32  495  78  06  07 
E  kathleen.vandamme@gopacom.eu 

Thomas  Viner 

Executive  Producer 

Arrow  Media 

17-18  Margaret  Street 

London 

UKW1W8RP 

T+44  793  913  6865 

E  thomas.viner@arrowmedia.com 

Marco  Visalberghi 

Managing  Director 
Doclab 

Via  Della  Giuliana,  66 

Rome 

Italy  195 

T +39-329-43 1-0875 
F +39-06-3751-7731 
E  marco.visalberghi@doclab.it 
W  www.doclab.it 

Thomas  Von  Hennet 

VP  International  Co-Production  & 
Documentaries 

ProSiebenSat.1  TV  Deutschland  GmbH 
Medienallee  7 
Unterfoehring 
Germany  85774 
T  +49-89-9507-1 253 
F +49-89-9507-91 253 
E  thomas.hennet@ProSiebenSat1  .com 
W  www.prosiebensatl  .com 

Melanie  Wallace 

Senior  Series  Producer 
A/01/A/WGBH 
1  Guest  Street 
Boston  MA 
USA  21 35 
T  61 7-300-441 8 
F  61 7-300-1 003 
E  melanie_wallace@wgbh.org 
W  www.pbs.org/wgbh/nova/ 


Kelly  Wang 

TV  Sales  &  Business  Development 

Director 

BBC  Worldwide 

57-58,  Level  14,  China  World  Office,  No 

1  Jianguomenwai  Avenue 

Beijing 

China  100004 
T  +86  18610105913 
F +86  1065350301 
E  dcddchen@gmail.com 

Dennis  Wells 

Producer/Director 
Taglicht  Media 
Caesarstrasse  58 
Cologne 
Germany  50968 
T +49-22 1-34909-21 
F +49-221-3490911 
E  dennis.wells@taglichtmedia.de 
W  www.taglichtmedia.de 

Pamela  Wershofen 

Responsible  Editor 
WDR  mediagroup  GmbH 
Ludwigstrasse  1 1 
Cologne 
Germany  50667 
T+49  171  19  88  793 
F  +49  221  2035  296 
E  pamela.wershofen@wdr- 
mediagroup.com 
W  wdr-mediagroup.com/ 

Alex  West 

Series  Producer/EP/Showrunner/ 

Creative 

Independent 

383  Highett  St 

Melbourne  VIC 

Australia  3121 

T +61 -4-3499-1 244 

E  alexwabc@gmail.com 

Anthony  Willinge 

Executive  Producer 
Joined  Up  Films 
Level  1, 26  Queen  Street 
Perth  WA 
Australia  6000 
T +61 -4-0882-0050 
E  anthony@joinedup.com.au 
Wjoinedup.com.au 

Bernd  Wilting 

Managing  Director 

Taglicht  Media 

Caesarstrasse  58 

Cologne 

Germany  50968 

T +49-22 1-349090 

F +49-221-3490911 

E  bernd.wilting@taglichtmedia.de 

W  www.taglichtmedia.de 


Nikolaus  Wisiak 

Managing  Director 

pre  tv  Gesellschaft  fuer  Film-  und 

Videoproduktion  mbH 

Edelsinnstrasse  58 

Vienna 

Austria  1 1 20 

T  +43  15052384500 

F  +43  15052384700 

E  nikolaus.wisiak@pretv.at 

W  www.pretv.at 

Michael  Wolff 

CEO 

fact+film 

Hastedter  Osterdeich  222 
Bremen 

Germany  28207 
T +49-421 -3399-492 
F  +49-421-3399-549 
E  wolff@fact-film.de 
W  www.fact-film.de 

Randall  Wood 

Producer/Director 
Globalstory  /  AFTRS 
5/1 10  Beach  Street 
Coogee  NSW 
Australia  2034 
T +61 -4-1 086-4727 
E  globalstory@gmail.com 
W  globalstory.tv 

Nathan  Wren 

Development  Assistant  Producer,  BBC 

Science 

BBC 

BBC  New  Broadcasting  House, 

Portland  Place 

London 

UKW1A  1 AA 

T+44  779  227  6211 

E  nathan.wren@bbc.co.uk 

Arnaud  Xainte 

Producer 
lllegitime  Defense 
1 1 1  Avenue  Victor  Hugo 
Paris 

France  75116 
T +33  6  07  35  69  06 
E  xainte@illegitimedefense.com 
W  www.illegitimedefense.com 
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MEMBERS-BY  NAME  (X-Z) 


Long  Xiao 

Operations  &  Financial  Director 

Beijing  International  Documentary 
Center 

Floor  17,  Ruichuang  Building,  No.4, 
Hujialou  Xinyuan 

Beijing 

China  100020 

T+86  1861 1764260 

F +86  10  65167856 

E  long.xiao@gmail.com 

W  www.bidc.net.cn 

Juliet  Zhao 

Senior  Producer,  Project  Development, 

International  Department,  Film  and 

TV  Center 

CICC 

23  Floor  Huatian  Plaza,  6  North 

Xiaomachang,  Lianhuachi  East  Road  of 

Haidian  District 

Beijing 

China  100038 

T+86  1058880072 

Ejuliet_zhao@126.com 

Yi  Xie 

Researcher 

Eos  Films 

London 

UK 

E  yi.xie@eosfilms.tv 

Ping  Zhu 

Principal  Investigator 

National  Laboratory  of 

Biomacromolecules,  Institute 
of  Biophysics,  Chinese  Academy 
of  Sciences 

15  Datun  Road,  Chaoyang  District 

Brandy  Yanchyk 

Founder  and  Executive  Producer 
Brandy  Y  Productions  Inc. 

1 0230  - 1 1 4  Street,  Suite  307 

Edmonton  AB 

Canada  T5K  1 R9 

T  780-454  3889 

E  brandy@brandyYproductions.com 

W  www.brandyyproductions.com 

Beijing 

China  100101 

T+86  1064888799 

E  zhup@ibp.ac.cn 

Chen  Zijun 

Scriptwriter  and  Director 

Beijing  Science  and  Education  Film 

Studio 

Beijing 

Galen  Yeo 

Creative  Director 

The  Moving  Visuals  Co.  Pte  Ltd. 

2  Kallang  Avenue  #04-08  Ct  Hub 
Singapore  339407 

T  +65  6333  3051 

E  galenyeo@tmvc.sg 

China 

E  136835907@qq.com 

Thomas  Zwiessler 

Senior  Vice  President  Program 

RTL2  Fernsehen  GmbH  &  Co.  KG 

Lil  Dagover  Ring  1 

Gruenwald 

Isobel  Yeung 

Correspondent 

VICE/VICE  On  HBO 

Hong  Kong 

E  izobeiy@gmail.com 

Germany  82031 

T +49-89  641 853000 

F +49-89  641 853009 

E  thomas.zwiessler@rtl2.de 

W  www.rtl2.de 

Mieko  Yoshikawa 

Director 

NHK 

2-2-1  Jinnan,  Shibuya-ku 

Tokyo 

Japan 

T +81 -3-5455-7743 

E  yoshikawa.m-hk@nhk.or.jp 

Larry  Zetlin 

Executive  Producer 

Gulliver  Media  Australia 

PO  Box  181,  Albion 

Brisbane  QLD 

Australia  4010 

T  +61  -7-3 148-8574 

E  larryz@gullivermedia.com.au 

W  www.gullivermedia.com.au 

WORLD  CONGRESS  OF  SCIENCE  &  FACTUAL  PRODUCERS  |  MEMBER  LIST  21 


MEMBERS 
BY  COMPANY 


MEMBERS-BY  COMPANY  (#-B) 


1212  Productions 

57  Poland  Street,  Soho 

London 

UKW1F7NW 

W  www.1 21 2productions.co.uk 
Philip  Armstrong-Dampier 
E  philip@1 21 2productions.co.uk 

360  Degree  Films 

PO  Box  41 8 
Brunswick  VIC 
Australia  3056 

W  www.360degreefilms.com.au 
Sally  Ingleton 

E  sally@360degreefilms.com.au 

90th  Parallel  Productions 

#438764  Grey  Rd.  15,  Rr  #1, 

Owen  Sound  ON 
Canada  N4K3N5 
Michael  Allder 
E  michaelallder@gmail.com 

90th  Parallel  Productions 

203  Gerrard  St.  E. 

Toronto  ON 
Canada  M5A2E7 
W  www.90thparallel.ca 
Gordon  Henderson 
E  gordon@90thparallel.ca 

AB  International  Distribution/AB 
Productions 

132  avenue  du  president  Wilson 
La  Plaine  Saint  Denis 
France  93210 

W  www.ab-international.com/ 
Charlotte  Tachet 
E  charlotte.tachet@groupe-ab.fr 

Academia  Film  Olomouc,  4Science 
Production 

Univerzitni  3 
Olomouc 

Czech  Republic  77900 
W  www.afo.cz 
Jakub  Ralis 
E  ralis@afo.cz 


AG  DOK/Ginger  Foot  Films 

Schweizerstrasse  6 
Frankfurt 
Germany  85737 
W  www.gingerfoot.de 
Bjoern  Jensen 
Ejensen@gingerfoot.de 

Agat  Films  &  Cie/  Ex  nihilo 

52,  Rue  Jean-pierreTimbaud 
Paris 

France  7501 1 
W  www.agatfilms.com 
Blanche  Guichou 

E  blanche.guichou@agatfilms.com 


Air  Pig  Productions  Pty  Ltd 

PO  Box  690 
Neutral  Bay  NSW 
Australia  2089 

W  www.airpigproductions.com.au 
Sally  Browning 

E  sally@airpigproductions.com.au 

Albatross  World  Sales 

Altenburger  Str.  7 
Leipzig 

Germany  4275 

W  www.albatrossworldsales.com 
Anne  Olzmann 

E  anne@albatrossworldsales.com 

Altomedia 

15  Rue  d'Hauteville 
Paris 

France  75010 
W  www.altomedia.com 
Gabriel  Turkieh 
E  g.turkieh@altomedia.com 

Anthro  Media 

Nansenstr.  19, 12047 
Berlin 

Germany  2361 1 
W  www.anthro-media.com 
Volker  Barth 

E  volker.barth@anthro-media.com 

Antidote  Media  LTD 

11,1  Hare  Marsh 
London 
UKE2  6FF 
Leila  Monks 

E  Leila@antidotemedia.co.uk 

Antidote  Productions 

49  London  Road,  St  Albans 
London 
UKAL1  1U 
Laura  Jones 

E  laura@antidoteproductions.co.uk 

APV 

1253a  Telecom  House,  3  Gloucester 
Road,  Wanchai 
Hong  Kong 
W  www.apv.asia 
Mark  Erder 

E  mark.erder@apv.asia 

Argonon  International 

1-3  St  Peters  Street 

London 

UKN1  8JD 

W  www.argononinternational.com 
Lynn  Lugsden 
E  LynnLugsden@ 
argononinternational.com 


Arrow  Media 

1 7-1 8  Margaret  Street 
London 
UKW1W8RP 
W  www.arrowmedia.com 
Tom  Brisley 

E  tom.brisley@arrowmedia.com 
John  Smithson 

Ejohn.smithson@arrowmedia.com 
Thomas  Viner 

E  thomas.viner@arrowmedia.com 

ARTE  France 

8  rue  Marceau 
Issy  les  Moulineaux 
France  92513 
W  www.arte.tv 
Catherine  Alvaresse 
E  c-alvaresse@artefrance.fr 
Marie  Beuzard 
E  m-beuzard@artefrance.fr 
Helene  Coldefy 
E  h-coldefy@artefrance.fr 

Artemis  International 

6-226  Carr  Place,  Leederville 
Perth  WA 
Australia  6007 
W  www.artemisfilms.com 
Brian  Beaton 

E  brianb@artemisfilms.com 
Celia  Tait 

E  ctait@artemisfilms.com 
Katrina  Tudor 

E  katrina_tudor@hotmail.com 

ATGC  Productions 

Lidao  Apartments,  2-604,  Xili,  Nanshan 

District 

Shenzhen 

China  588055 

Haitao  Guo 

E  haitao.guo@gmail.com 

Australian  Broadcasting 
Corporation 

ABC  Factual,  Level  5B/  700  Harris 
Street, 

Ultimo  NSW 
Australia  2007 

W  www.abc.net.au/tv/independent/ 
factualdocumentary_about.htm 
Andrea  Ulbrick 
E  ulbrick.andrea@abc.net.au 

Autentic 

Grunwalder  Weg  28d 
Oberhaching 
Germany  82041 
W  www.autentic.com 
Patrick  Horl 

E  p.hoerl@autentic.com 


Autentic  Distribution  GmbH 

Ludwigstrasse  1 1 
Cologne 
Germany  50667 
W  https://www.autentic.om 
Anne  Hufnagel 
E  a.hufnagel@autentic.com 

Balanga 

94  Rue  Gabriel  Peri 
Montrouge 
France  92120 
Christophe  Bochnacki 
E  c.bochnacki@balanga.tv 

Barcroft  Productions 

Studio  14,  Shoreditch  Stables  North, 
138  Kingsland  Road 
London 
UK  E2  8DY 

W  www.barcroftproductions.com 
Sam  Barcroft 

E  sam@barcroftproductions.com 

Barefoot  Rascals 

Ty  Cefn,  Rectory  Road 
Cardiff 
UKCF5  1QL 
Gordon  Main 

E  gordon@barefootrascals.com 

BBC 

BBC  New  Broadcasting  House, 

Portland  Place 

London 

UKW1A  1AA 

W  www.bbc.co.uk 

Will  Aslett 

E  will.aslett@bbc.co.uk 
Aidan  Laverty 
E  aidan.laverty@bbc.co.uk 
Emma  Swain 

E  emma.swain@bbc.co.uk 
Nathan  Wren 
E  nathan.wren@bbc.co.uk 

BBC 

BBC  New  Broadcasting  House, 
Portland  Place,  07B 
London 
UKW1A  1AA 

W  www.bbc.co.uk/science 
Duncan  Singh 
E  duncan.singh@gmail.com 

BBC 

BBC  New  Broadcasting  House, 
Portland  Place,  Zone  D  -  Floor  6 
London 
UKW1A  1 AA 
W  www.bbc.co.uk 
Martin  Davidson 
E  martin.davidson@bbc.co.uk 
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BBC  Earth 

Whiteladies  Road 
Bristol 
UKBS8  2LR 
Neil  Nightingale 
E  neil.nightingale@bbc.com 

BBC  Worldwide 

201  Wood  Lane,  Media  Centre, 

2nd  floor 

London 

UKW12  7TQ 

W  bbc.com 

Fiona  Charlton 

E  fiona.charlton@bbc.com 

BBC  Worldwide 

57-58,  Level  14,  China  World  Office, 

No  1  Jianguomenwai  Avenue 
Beijing 

China  100004 
Pierre  Cheung 
E  dcddchen@gmail.com 
Kelly  Wang 

E  dcddchen@gmail.com 

BBC  Worldwide  Germany 

Kaiser-Wilhelm  Ring  17-21 
Cologne 
Germany  50672 
Isabelle  Helle 
E  isabelle.helle@bbc.com 
Anna  Higgins 
E  Anna.Higgins@bbc.com 

Beach  House  Pictures 

189,  New  Bridge  Road  #03-01/02 
Singapore  59422 

W  www.beachhousepictures.com 
Donovan  Chan 

E  donovan@beachhousepictures.com 

Beach  House  Pictures 

189,  New  Bridge  Road  #04-01/02 
Singapore  59422 

W  www.beachhousepictures.com 
Janine  Campbell 

Ejanine@beachhousepictures.com 
Jocelyn  Little 

E  Jocelyn@beachhousepictures.com 
Jim  Ribbans 

Ejim@beachhousepictures.com 

Beach  House  Pictures  Taiwan  Ltd. 

1 0ff,  No.  252,  Sec.  5,  Zhongxiao  E.  Rd. 
Taipei  City 
Taiwan  11060 
Maxine  Lu 

E  maxine@beachhousepictures.com 


Beijing  International 
Documentary  Center 

Floor  17,  Ruichuang  Building,  No.4, 

Hujialou  Xinyuan 

Beijing 

China  100020 
W  www.bidc.net.cn 
Long  Xiao 

E  long.xiao@gmail.com 

Beijing  International 
Documentary  Center 

Beijing 

China 

Yang  Jiayang 
E  514158132@qq.com 

Beijing  New  Century  Media 

No.b  Yiyuan,  Hao  Hongyuan  No.3, 

Xibahe  South  Road 

Beijing 

China  100028 
Xiaomin  Cai 
E  cyt9166@vip.sina.com 
Peiyu  Liang 
E  harrylung@sina.com 

Beijing  Science  and  Education 
Film  Studio 

Beijing 
China 
Chen  Zijun 

E  136835907@qq.com 

Beijing  Sun  Media  International 
Co.,  Ltd 

6272,Tayuan  Diplomatic  Apartment, 
Beijing 

China  100600 
Wei  Li 

E  laevoo@gmail.com 

Bellota  Films 

6,  Villa  Du  Clos  De  Malevart 
Paris 

France  7501 1 
W  www.bellotafilms.fr 
Dominique  Barneaud 
E  dom@bellotafilms.fr 
Hind  Saih 

E  hind@bellotafilms.fr 

Berlin  Producers 

Prenzlauer  Allee  36 
Berlin 

Germany  10405 
W  www.berlin-producers.de 
Kristian  Kaehler 

E  kristian.kaehler@fernsehbuero.de 


Big  Stories  Co. 

22  Grove  Rd,  Hawthorn 
Melbourne  VIC 
Australia  3122 
W  www.bigstories.com 
Anna  Grieve 
E  afgrieve@gmail.com 
Martin  Potter 

E  martin@bigstories.com.au 

Bilderfest  GmbH 

Adi-Maislinger-Str.  9 
Munich 

Germany  81373 
W  www.bilderfest.de 
Dietmar  Lyssy 
E  lyssy@bilderfest.de 
Stefan  Otter 
E  info@bilderfest.de 
Marcus  Uhl 
E  uhl@bilderfest.de 

Blackfella  Films 

10  Cecil  St 
Paddington  NSW 
Australia  2021 
Bernice  Toni 

E  bernicetoni@hotmail.com 

Bolobathaba  Multimedia 

Unit  15  Quartz  Close,  1  Chamfuti 
Crescent,  Ormonde,  Johannesburg, 
2091 

Johannesburg,  Gauteng  Province 
South  Africa  2091 
W  www.bolobathaba.co.za 
Molatelo  Mainetje 
E  bolobathaba@gmail.com 

BOMANBRIDGE  Media  Pte  Ltd 

8  Smith  Street  #02-01 
Singapore  58922 
W  www.bomanbridge.tv 
Sonia  Fleck 

E  sonia@bomanbridge.tv 
AegenaTay 

E  aegena@bomanbridge.tv 

Bonne  Pioche  Television 

188  Rue  De  La  Roquette 
Paris 

France  7501 1 
W  www.bonnepioche.fr 
Sophie  Parrault 
E  parrault@bonnepioche.fr 
Emmanuel  Priou 
E  priou@bonnepioche.fr 
Alexandre  Soullier 
E  a.soullier@bonnepioche.fr 


Bonne  Pioche  Television/Lucky  You 

1 88  rue  de  la  Roquette 
Paris 

France  7501 1 
Robert  Salvestrin 
E  r.salvestrin@lucky-you.tv 

Brandy  Y  Productions  Inc. 

1 0230  - 1 1 4  Street,  Suite  307 
Edmonton  AB 
Canada  T5K1R9 

W  www.brandyyproductions.com 
Brandy  Yanchyk 

E  brandy@brandyYproductions.com 

Brian  Leith  Productions 

Suite  5.1 7  /  5.1 8, 55  Whiteladies  Road 

Clifton 

Bristol 

UK  BS8  2LY 

W  brianleith.tv/ 

Brian  Leith 

E  brianleith@brianleith.tv 

BromptonSWIO  Productions 

5-6  Portland  Mews 

London 

UKW1F8JG 

Veronica  Gledhill  Hall 

E  veronica.gledhillhall@gmail.com 

Brook  Lapping  Productions 

6  Anglers  Lane 

London 

UKNW53DG 

W  www.brooklapping.com 
Lucy  van  Beek 

E  lvanbeek@brooklapping.com 

Cabala  Producciones 

Eleodoro  Yanez  2933-2  /  Providencia 

Santiago 

Chile  7510340 

W  www.cabala.cl 

Rosario  Lopez 

E  rosariolopezfoncea@gmail.com 

Camera  lucida  productions 

4  Cite  Griset 
Paris 

France  7501 1 
W  www.cameralucida.fr 
Francois  Bertrand 
E  roux.mats@gmail.com 
Valerie  Grenon 
E  vgrenon@cameralucida.fr 

Caravan  Media 

London 

UK 

Juliet  Singer 

Ejulietsinger@gmail.com 
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CBC 

205  Wellington  St.  W 
Toronto  ON 
Canada  M5V  3G7 
Sue  Dando 
E  sue.dando@cbc.ca 

Channel  4 

1 24  Horseferry  Road 
London 
UKSW1P2TX 
W  www.channel4.com/ 

Robert  Coldstream 
E  rcoldstream@channel4.co.uk 
John  Hay 

Ejhay@channel4.co.uk 
Ralph  Lee 

E  RLee@Channel4.co.uk 
Sara  Ramsden 

E  sramsden@channel4.co.uk 

China  International  TV 
Corporation 

Room  993,  Jingmen  Building,  No.9 

Yangfangdianlu 

Beijing 

China  100038 
Lesley  Dong 

E  lesleydong@hotmail.com 

CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road  of 
Haidian  District 
Beijing 

China  100038 
W  www.cicc.tv 
Mingxi  Cong 

E  mingxi_cong@126.com 
Pei  Li 

E  duranduran0201  @gmail.com 
Wei  Liu 

E  liuweibj@foxmail.com 
Li  Mian 

E  1 1 34076686@qq.com 
Juliet  Zhao 

Ejuliet_zhao@126.com 

Clearwater  Documentary 

9009  -  99  St. 

Edmonton  AB 
Canada  T6E  3V6 
W  www.clearwaterdoc.ca 
Niobe  Thompson 
E  niobe@clearwatermedia.com 

CNEX  Foundation  &  CNEX  Studio 

Taipei  City 
Taiwan 
Ruby  Chen 

E  rubychenlj@gmail.com 


CNEX  Foundation  Limited 

6f.,  No.223,  Sec.  1, Tiding  Blvd.,  Neihu 
Dist. 

Taipei 

Taiwan  1 1494 
Chao  Wei  Chang 
E  ccw081 5@gmail.com 

Cogent-Benger  Productions,  Inc. 

1 352  Bathurst  Street,  Suite  201 
Toronto  ON 
Canada  M5R3H7 
W  www.cogentbenger.com 
Christopher  Sumpton 
E  cas@cogentbenger.com 

Compagnie  des  Phares  et  Balises 

108,  avenue  Ledru  Rollin 
Paris 

France  7501 1 
W  www.phares-balises.fr 
Anne  Labro 

E  anne.labro@phares-balises.fr 
Julie  Tolza 

Ejulie.tolza@phares-balises.fr 

CTV  -  Exploration  Distribution  Inc. 

9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
W  www.exploration.ca 
Tony  Leadman 

E  tony.leadman@bellmedia.ca 

Deep  Sea  Productions 

Rydboholms  Gard 
Akersberga 
Sweden  SE-1 94  84 
W  www.deepsea.se 
Malcolm  Dixelius 
E  malcolm@deepsea.se 

DEVISED  TV  Coproduction 
and  Distribution 

Diagonal  75, 2-15 
Barcelona 
Spain  8019 
W  devised.tv 
David  Albareda 
E  david@devised.tv 

Discovery  Networks  Asia-Pacific 

Singapore 
Vikram  Channa 

EVikram_Channa@discovery.com 

Discovery  Networks  Canada 

9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
W  www.discovery.ca 
Paul  Lewis 

E  paul.lewis@bellmedia.ca 


Discovery  Networks  International 

Discovery  House  Building  2, 566 

Chiswick  High  Road 

London 

UKW45YB 

Elizabeth  McIntyre 

E  elizabeth_mcintyre@discovery.com 

Dodab 

Via  Della  Giuliana,  66 

Rome 

Italy  195 

W  www.doclab.it 
Marco  Visalberghi 
E  marco.visalberghi@doclab.it 

Dodab 

Via  Fellini  14/a 

Venturina 

Italy  57021 

W  www.doclab.it 

Barbara  Bernardini 

E  barbara.bernardini@insintesi.it 

DocumentaryTelevision.com 

424  Henry  St 
Brooklyn  NY 
USA  11231 

W  www.documentarytelevision.com 
Peter  Hamilton 
E  r2k@verizon.net 

DR 

Emil  Holms  Kanal  1 
Copenhagen 
Denmark  999 
Thomas  Houkjaer 
Ethoh@dr.dk 

DR 

Persiensvej  16 
Copenhagen 
Denmark  2300  S 
W  www.dr.dk 
Ole  Retsbo 
E  ret@dr.dk 

Dragonfly  TV 

120-124  Curtain  Road 
London 
UK  EC2A  3SQ 
Lucinda  Hicks 

E  Lucinda. Hicks@dragonfly.tv 
Clare  Mottershead 
E  clare.mottershead@dragonfly.tv 
Edwina  Silver 

E  Edwina.Silver@dragonfly.tv 

DRG 

62-65  Chandos  Place 
London 
UKWC2N4HG 
W  www.drg.tv 
Caitlin  Meek-O'Connor 
E  c.meekoconnor@drg.tv 


Drive 

2nd  Floor  Bankstock  Building,  42/44 
DeBeauvoir  Crescent 
London 
UKN1  5SB 

W  www.drive-tv.co.uk 
Ben  Barrett 
E  ben@drive-tv.co.uk 
Lilia  Hurst 

E  lilla@drive-tv.co.uk 

Earth-Touch  Ltd 

5th  Floor,  Fairgate  House,  78  New 
Oxford  Street 
London 
UKWC1A  1HB 
W  earthtouchtvsales.com/ 

Susan  Lee 

E  susan@earthtouchuk.com 

EFFERVESCENCE  DOC 

80  Ave  Marceau 
Paris 

France  75008 
Robert  Laurent  Thibierge 
E  thibirobert@gmail.com 

Electric  Pictures 

33  Canning  Highway 
East  Fremantle  WA 
Australia  6158 

W  www.electricpictures.com.au 
Andrew  Ogilvie 
E  ao@electricpictures.com.au 

Electric  Pictures 

4  Davies  St,  Leichhardt 
Sydney  NSW 
Australia  2040 
Daniella  Ortega 
E  do@danieilaortega.com 

Electric  Sky 

1  Ckifton  Mews 
Brighton 
UKBN1  3HR 
David  Pounds 

E  david.pounds@electricsky.com 

Entertainment  One  Television 
International 

45  Warren  Street 

London 

UKW1T6AG 

Justina  Hemperek 

Ejhemperek@entonegroup.com 
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Eos  Films 

London 

UK 

W  www.eosfilms.tv/ 

Ulla  Streib 

E  ulla.streib@eosfilms.tv 
Shuyun  Sun 

E  shuyunl213@gmail.com 
Yi  Xie 

E  yi.xie@eosfilms.tv 

Espresso  TV 

25  York  Vi  I  las 
Brighton 
UKBN1  3TS 

W  www.espressotv.co.uk 
David  Hooper 
E  david@espressotv.co.uk 

Essential  Media  &  Entertainment 

Level  2, 6a  Nelson  St 
Annandale  NSW 
Australia  2038 

W  www.essential-media.com 
Sally  Aitken 

E  sally.aitken@essential-media.com 
Sonja  Armstrong 
E  info@essential-media.com 
Alan  Erson 

E  alan.erson@essential-media.com 

EVERSHINE 

23  Barracluff  Ave  Bondi  Beach 
Sydney  NSW 
Australia  2026 
W  www.evershine.net.au 
Helen  Barrow 

E  helenbarrow@evershine.net.au 
Hugh  Piper 

E  hughpiper@evershine.net.au 

fact+film 

Hastedter  Osterdeich  222 
Bremen 

Germany  28207 
W  www.fact-film.de 
Michael  Wolff 
E  wolff@fact-film.de 

Fadoo  Productions  Inc. 

629  Eastern  Ave,  Unit  A1 02 
Toronto  ON 
Canada  M4M1 E3 
W  www.fadoo.com 
Corey  Russell 
E  corey@fadoo.com 

Ferns  Productions  Inc. 

1 01  -639  Foul  Bay  Road 
Victoria  BC 
Canada  V8S  4H4 
W  www.fernsproductions.com 
Pat  Ferns 

E  pat@fernsproductions.com 


Film  Projects 

PO  Box  580 

Potts  Point,  Sydney  NSW 
Australia  201 1 

W  www.filmprojects.com.au 
Gregory  Miller 

E  gregory@filmprojects.com.au 

FILMAT36  (S)  PTE  LTD 

501  Balestier  Road  #02-03  Wai  Wing 
Centre 

Singapore  329844 
Wfilmat36.com 
Kathy  Lee 

E  kathy@filmat36.com 
Eric  Lim 

E  eric@filmat36.com 

Filmoption  International  Inc. 

3401  Saint-antoine 
Westmount  QC 
Canada  H3Z1X1 
W  www.filmoption.com 
Maryse  Rouillard 
E  mrouillard@filmoption.com 

Films  a  Cinq 

49  Rue  De  Rochechouart 
Paris 

France  75009 
W  www.filmsacinq.com 
Martin  De  la  fouchardiere 
E  mfouchardiere@filmsacinq.com 

First  Act  Films 

34  Riessersee  Strasse 
Garmisch-Partenkirchen 
Germany  82467 
Ruth  Berry 

E  ruth_wildberry@web.de 

Flame  Media  Pty  Ltd 

2/65-71  Whiting  Street 
Artarmon  NSW 
Australia  2064 

W  www.flamedistribution.com 
Midi  Stormont 

E  mstormont@flamedistribution.com 

Fort  Films 

South  Africa 
Nqaba  Ngoyi 
E  nqabaq@gmail.com 

France  Televisions 

10-12  Rue  Horace  Vernet 
Issy  les  Moulineaux 
France  92230 
David  Amiel 

E  david.amiel@francetv.fr 
Caroline  Behar 
E  caroline.behar@francetv.fr 
Thierry  Mino 

E  thierry.mino@francetv.fr 


France  Televisions 

7  Esplanade  Henri  De  France 
Paris 

France  75015 
W  www.france2.fr 
Herve  Cauchy 
E  herve.cauchy@francetv.fr 
Clemence  Coppey 
E  Clemence.Coppey@francetv.fr 
Fabrice  Puchault 
E  fabrice.puchault@francetv.fr 
Maria  Valbusa-Muceli 
E  Maria.Valbusa-Muceli@francetv.fr 

FranceTV  Distribution 

37/45  Quai  du  President  Roosevelt 
Issy  les  Moulineaux 
France  92130 
W  www.contentsales. 
francetvdistribution.fr/public/privacy 
Nathalie  Bobineau 
E  nathalie.bobineau@francetv.fr 
Capucine  Lallemand 
E  capucine.lallemand@francetv.fr 

Freelance 

Pappelallee  65 
Berlin 

Germany  10437 
W  www.rudolph-herzog.de 
Rudolph  Herzog 
E  rudolph@rudolph-herzog.de 

Freelance 

Poynders  End 
Hitchin 
UKSG4  7RX 
Dinah  Lord 

E  dinah@dinahlord.co.uk 

Freelance 

UK 

Cat  Gale 

E  catvgale@googlemail.com 

FTB  Multimedia 

32  Bell  street  3rd  floor,  Office  No.  310 

Nelspruit 

Mbombela 

South  Africa  1 200 

W  www.msffl.org 

Sifiso  Nobela 

E  nsnobela@msffj.org 

Full  Board  Media  srl 

Viale  Campania  4 
Milano  Ml 
Italy  20133 
Daniela  Bagliani 

Edaniela.bagliani@fullboardmedia.com 
Mauro  Fabbricotti 
E  mauro.fabbricotti@ 
fullboardmedia.com 


Gambit  Films 

South  Africa 
Benjamin  Overmeyer 
E  benjamin@gambitfma.co.za 

GAPC  Entertainment  Inc. 

1 550  Laperriere  Avenue,  Suite  1 02 
Ottawa  ON 
Canada  K1Z7T2 

W  www.gapcentertainment.com 
Hoda  Elatawi 
E  helatawi@gapc.com 

Gebrueder  Beetz  Filmproduktion 
Berlin  GmbH  &  Co.  KG 

Heinrich-Roller-Str.1 5 
Berlin 

Germany  1 0405 
W  beetz-brothers.de 
Christian  Beetz 

E  c.beetz@gebrueder-beetz.de 

Gebrueder  Beetz  Filmproduktion 
Cologne 

Breite  Strasse  1 08 
Cologne 
Germany  50667 
W  www.beetz-brothers.de 
Ira  Beetz 

E  i.beetz@gebrueder-beetz.de 

Gebrueder  Beetz  Filmproduktion 
Hamburg  GmbH  &  Co.  KG 

Eppendorfer  Weg  93a 
Hamburg 
Germany  20259 
W  www.gebrueder-beetz.de 
Reinhardt  Beetz 
E  r.beetz@gebrueder-beetz.de 

Gedeon  Programmes 

155,  rue  de  Charonne 
Paris 

France  7501 1 

W  wwww.gedeonprogrammes.com 
Thibaut  Martin 

E  tmartin@gedeonprogrammes.com 
Stephane  Milliere 

E  smilliere@gedeonprogrammes.com 

Geonewmedia.com 

20  Martin  Place,  Glen  Waverley 
Victoria  VIC 
Australia  3150 
W  www.geonewmedia.com 
Trevor  Almeida 
E  trevor@geonewmedia.com 

Georama  TV  Productions 

2  Mairie  Str 

Cadours 

France  31480 

Nicolas  Koutsikas 

E  nkoutsikas@georamatv.com 
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Globalstory/AFTRS 

5/110  Beach  Street 
Coogee  NSW 
Australia  2034 
W  globalstory.tv 
Randall  Wood 
E  globalstory@gmail.com 

GOPA  Com. 

Boulevard  De  La  Woluwe,  2 

Brussels 

Belgium  1150 

Kathleen  Van  Damme 

E  kathleen.vandamme@gopacom.eu 

GraffitiDoc  srl 

Corso  Casale  2 
Torino 
Italy  10131 
Enrica  Capra 
E  enrica@graffitidoc.it 

Green  Intelligence  Pictures 

Regina  House,  124  Finchley  Road 

London 

UKNW3  5JS 

Jackie  Smith 

E  jackie@greenintel  ligencepictu  res.com 

Grifa  Filmes 

General  Furtado  Do  Nascimento  740 
Cj  125 
Sao  Paulo 
Brazil  5465070 
W  www.grifafilmes.com/en/ 

Fernando  Dias 
E  fernando@grifafilmes.com 
Mauricio  Dias 

E  mauricio@grifafilmes.com 

GroupM  Entertainment 

1 8  Cross  Street,  China  Square  Central 
04-01 

Singapore  48423 
W  www.groupm.com 
Steven  Murphy 

E  Steven.Murphy@groupm.com 

Gruppe  5  Filmproduktion 

Kartaeuserwall  19-21 
Cologne 
Germany  50678 
W  www.gruppe5film.de 
Alexander  Hesse 

E  Alexander.Hesse@gruppe5film.de 

Guan  Yue  International 

4f,  Building  A,  China  Cbd  Teda,  No.  1 5, 
Guang  Hua  Road,  Chao  Yang  District 
Beijing 

China  100020 
Yan  He 

E  yan.he@guanyueinternational.com 


Gulliver  Media  Australia 

PO  Box  181,  Albion 
Brisbane  QLD 
Australia  4010 

W  www.gullivermedia.com.au 
Larry  Zetlin 

E  larryz@gullivermedia.com.au 

Hambrook  Communications 

1 10,  Alteryn  Mansions,  6,  Corlett  Drive, 

ILLOVO 

Johannesburg 

South  Africa  2196 

W  www.miningforpower.com 

Joseph  Oesi 

Ejoesibt@me.com 

Hardy  Pictures 

London 

UK 

W  www.hardypictures.com 
Sue  Horth 

E  sue@hardypictures.com 

Heiress  Films 

101  Eton  Road,  Lindfield 
Sydney  NSW 
Australia  2070 
Jennifer  Cummins 
Ejennifer@heiress.net.au 

Heliox  Films 

10  Avenue  De  Clichy 
Paris 

France  75018 
W  www.heliox.fr 
Pierre-francois  Decoufle 
E  pfd@heliox.fr 

Hot  Docs 

1 10  Spadina  Avenue,  Suite  333 
Toronto  ON 
Canada  M5V2K4 
Brett  Hendrie 
E  bhendrie@hotdocs.ca 

Humble  Bee  Films 

32  Whiteladies  Road 

Bristol 

UKBS8  2LG 

Stephen  Dunleavy 

E  stephen@humblebeefilms.com 

Icon  Films 

3rd  Floor  College  House,  32-36 

College  Green 

Bristol 

UKBS1  5SP 

Alex  Brisland 

E  alex.brisland@iconfilms.co.uk 
Trevor  Manning 

ETrevor.manning@iconfilms.co.uk 


ID  Productions 

105, 10169- 104  Street 
Edmonton  AB 
Canada  T5J 1 A5 
W  www.idproductions.ca 
Rosvita  Dransfeld 
E  rosie@idproductions.ca 

I  FA 

62,  Burn  Road  Tsh  Center  05-01 
Singapore  369976 
W  www.ifa-media.com 
Francis  Smith 
E  francis@ifa-media.com 

I  FA  Media 

62,  Burn  Road  Tsh  Center  05-01 
Singapore  369976 
W  ifa-media.com 
Dean  Johnson 
Ejohno@infocusasia.com 

lllegitime  Defense 

1 1 1  Avenue  Victor  Hugo 
Paris 

France  75116 

W  www.illegitimedefense.com 
Arnaud  Xainte 

E  xainte@illegitimedefense.com 

Independent 

1 50  Clarendon  Street,  Apt  508,  East 
Melbourne  VIC 
Australia  3002 
Celeste  Geer 

E  celeste3000@yahoo.com 

Independent 

383  Highett  St 
Melbourne  VIC 
Australia  3121 
Alex  West 

E  alexwabc@gmail.com 

Independent 

Canada 

W  www.sschow.com 
Sarah  Chow 
E  sswchow@gmail.com 

Intomedia  Pty  Ltd 

7  Wattle  Street 
Killara  NSW 
Australia  2071 
W  www.intomedia.com.au 
Stuart  Scowcroft 
E  stuart@intomedia.com.au 


ITN  Source 

200  Gray's  Inn  Road 
London 
UKWC1X8XZ 
W  www.itnsource.com 
Hanna  Davies 

E  hanna.davies@itnsource.com 

ITN  Source 

c/o Thomson  Reuters,  6/8  Boulevard 

Haussmann 

Paris 

France  75009 
W  www.itnsource.com 
Catherine  Laferriere-Vitali 
E  c.vitali@itnsource.com 

ITV  Studios  America 

609  Greenwich  St.,  9th  Floor 
New  York  NY 
USA  10014 
Rob  Shaftel 

E  rshaftel@itvstudios.com 

Javelot  medias  international 

300-1000  Amherst 
Montreal  QC 
Canada  H2L3K5 
Eric  Michel 

E  em@javelotmedias.com 

Jellyfish  Pictures 

66-68  Margaret  Street 
London 
UKW1W8SR 
Wjellyfishpictures.co.uk 
Tom  Brass 

E  thomasbrass42@hotmail.com 

JKJ-TV  International 

43  Merrylynn  Dr. 

Richmond  Hill  ON 
Canada  L4C  5B2 
Wally  Longul 
E  wlongul@rogers.com 

Joined  Up  Films 

Level  1 , 26  Queen  Street 
Perth  WA 
Australia  6000 
Wjoinedup.com.au 
Dan  Brown 

E  dan@joinedup.com.au 
Anthony  Willinge 
E  anthony@joinedup.com.au 

Joined  Up  Films 

Level  5, 104  Commonwealth  Street, 
Surry  Hills 
Sydney  NSW 
Australia  2010 
W  www.joinedup.com.au 
Thierry  Bled 

E  thierry@joinedup.com.au 


WORLD  CONGRESS  OF  SCIENCE  &  FACTUAL  PRODUCERS  |  MEMBER  LIST 


27 


MEMBERS-BY  COMPANY  (K-N) 


Keo  Films  Ltd 

9-1 0  Great  Sutton  Street 
London 
UK  EC1V0BX 
Will  Anderson 

E  Will.anderson@keofilms.com 
Debbie  Manners 
E  debbie.manners@keofilms.com 

Kwanza 

40,  Rue  De  Paris 
Boulogne-Billancourt 
France  921 00 
W  www.kwanza.fr 
Benjamin  Temynck 
E  bternynck@kwanza.fr 

La  Compagnie  desTaxi-Brousse 

98  Rue  Jean  Pierre Timbaud 
Paris 

France  7501 1 

W  www.cie-taxibrousse.com 
Laurent  Mini 

E  lmini@cie-taxibrousse.com 
Karim  Samai 

E  ksamai@cie-taxibrousse.com 

LIC  China 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road.Chaoyang 
District 
Beijing 

China  100029 
Leland  Ling 
E  leland@lic-bcbc.com 

LIC-BCBC  (China) 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road.Chaoyang 
District 
Beijing 

China  100029 
Steven  Seidenberg 
E  stevenseidenberg@hotmail.com 

Lion  Television 

Lion  House,  26  Paddenswick  Road 
London 
UKW6  0UB 
W  www.liontv.co.uk 
Richard  Bradley 
E  richard.bradley@liontv.co.uk 
Tessa  James 

E  tessa.james@liontv.co.uk 
Bill  Locke 

E  bill.locke@liontv.co.uk 
Daisy  Newton  Dunn 
E  daisy.newton-dunn@liontv.co.uk 


Looking  Glass  International 

499  Dundas  Street 
St  Andrews  Beach  VIC 
Australia  3941 

W  www.lookingglassint.com 
Nha-Uyen  Chau 

E  nha-uyen@lookingglassint.com 

Love  Productions 

42  Eagle  Street 
London 
UKWC1R4AT 
Richard  McKerrow 
E  richard.mckerrow@ 
loveproductions.co.uk 

LP  Films 

Floor  2,  Building  2,  No.  23,  Lane  258 

Caoxi  Lu 

Shanghai 

China  200235 

W  www.lpfjlms.net 

Arthur  Jones 

E  arthur@LPfilms.net 

Making  Movies 

195  Ponsonby  Road 
Auckland 
New  Zealand  1001 
W  www.makingmovies.co.nz 
James  Heyward 
E  info@makingmovies.co.nz 

Mallinson  Sadler  Productions 

29  Lynedoch  Street 
Glasgow 
UKG3  6EF 

W  www.msptv.co.uk 
Crispin  Sadler 

E  crispin_sadler@blueyonder.co.uk 

Mandarin  Film 

Sanlitun  34-2-102 
Beijing 

China  100027 
W  www.mandarinfilm.com 
Patrick  Carr 

E  patrickcarr@mandarinfilm.com 

Mandarin  Film  Productions 

Xingfucun  Zhonglu,  Jinxiuyuan  D1 1 5, 

Chaoyang  District 

Beijing 

China  100027 
Mandy  Li 

E  mandyli@mandarinfilm.com 

Marco  Polo  Film  AG 

Handschuhsheimer  Landstr.  73 
Heidelberg 
Germany  69121 
W  www.marco-polo-film.de 
Annette  Scheurich 
E  annette@marco-polo-film.de 


MC4 

France 

Nicolas  Deschamps 
E  n.deschamps@mc4.fr 

Media  3.14 

Diagonal  1 77 
Barcelona 
Spain  8018 

W  www.media314.cat 
Joan  Ubeda 
Ejubeda@mediapro.es 

Media  Development  Authority 

3  Fusionopolis  Way 
Singapore  138633 
Hilary  Ng 

E  hilary_ng@mda.gov.sg 

Mediakraft  Networks  GmbH 

Poststr.4/5 

Berlin 

Germany  101 78 
W  www.mediakraft.net 
Christoph  Krachten 
E  ck@mediakraft.net 

medialab 

36a  Lambs  Conduit  Street 
London 
UKWC1N3LD 
W  www.medialabuk.com 
Gillian  Mosely 

E  gillianmosely@medialabuk.com 

MFP 

26  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
Philippe  Molins 
E  philippe.molins@mfptv.fr 

M'GO  FILMS 

69  Kim  Yam  Road 
Singapore  239368 
Panuksmi  Hardjowirogo 
E  panuksmi@margofilms.com 

Morgane  Groupe 

3-5  Blvd  Georges  Seurat 
Neuilly-sur-Seine 
France  92200 

W  www.morgane-groupe.fr 
Carlos  Pinsky 

E  cpinsky@morgane-prod.fr 

MyMax  Edutainment 

Via  Alessandro  Severo,58 

Rome 

Italy  145 

W  www.mymax.it 
Massimo  My 

E  massimo.my@mymax.it 


NAIHANLI  &  Co. 

No.252  Caochangdi  Village, Chaoyang 

District 

Beijing 

China  100015 
W  www.naihanli.com 
Naihan  Li 
Ejj@naihanli.com 

Nakedi  And  Associates 

PO  Box  130816,  Bryanston,  2021, 

27  Meadowbrook  Close,  Morningside, 
2196 

Johannesburg 
South  Africa  2021 
Nakedi  Ribane 

E  nac.nakedi.ribane@gmail.com 

NASA  Goddard  Space  Flight 
Center 

8800  Greenbelt  Rd 
Greenbelt  MD 
USA  20771 
W  svs.gsfc.nasa.gov 
Katrina  Jackson 
E  katrina.m.jackson@nasa.gov 

National  Geographic  Channel 

1145  17th  Street  NW 
Washington  DC 
USA  20036 
Charlie  Parsons 
E  cparsons@natgeotv.com 

National  Geographic  Channels 
Europe 

1145  17th  St.  NW 
Washington  DC 
USA  20036 

Germaine  Deagan  Sweet 
E  Gdeagan@natgeotv.com 

National  Geographic  Channels 
International 

1 1 45  1 7th  Street  NW 
Washington  DC 
USA  20036 

W  channel.nationalgeographic.com/ 
channel 

Stephen  Hunter 
E  shunter@natgeotv.com 
Vilma  Linares 
E  vlinares@natgeotv.com 

National  Geographic  Channels 
International 

Shepherds  Building  East,  Richmond 

Way 

London 

UKW140DQ 

Carolyn  Payne 

E  Carolyn.Payne@fox.com 
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National  Geographic 
Channels  International 

Taiwan 
May-yi  Lee 

E  Mayyi.Lee@fox.com 

National  Geographic 
Channels  International 

China 
Tony  Qi 

E  Tony.Qi@fox.com 

National  Geographic  Studios 

1 1 45  1 7th  Street  NW 
Washington  DC 
USA  20036 
Jared  Lipworth 
Ejlipwort@ngs.org 

National  Laboratory  of 
Biomacromolecules,  Institute  of 
Biophysics,  Chinese  Academy 
of  Sciences 

15  Datun  Road,  Chaoyang  District 
Beijing 

China  100101 
Ping  Zhu 
E  zhup@ibp.ac.cn 

National  Science  Foundation 

4201  Wilson  Boulevard,  Suite  885 
Arlington  VA 
USA  22230 
W  www.nsf.gov 
Valentine  Kass 
E  vkass@nsf.gov 

National  Taiwan  University 

1 ,  Sec.  4  Roosevlt  Rd. 

Taipei 

Taiwan  10671 
Cheng-jen  Shih 
E  shihcj@ntu.edu.tw 

Nayanaya  Pictures 

12  Babington  Road,  Fairwood 
Johannesburg 
South  Africa  2192 
W  www.nayanayapictures.com 
Xoliswa  Sithole 
E  sitholexoliswa7@gmail.com 

NB  Media  &  Productions 

5  Farmon  Road  Glenmore 
Durban 

South  Africa  4001 
W  www.nbproductions.co.za 
Noel  Kok 

E  noel@nbproductions.co.za 


NDR/ARD 

Hugh-greene-weg  1 
Hamburg 
Germany  22529 
W  www.ndr.de 
Ralf  Quibeldey 
E  r.quibeldey@ndr.de 

NDR/North  German  Broadcasting 
Corporation 

Hugh-greene-weg  1 
Hamburg 
Germany  22529 
W  www.ndr.de 
Marc  Brasse 
E  m.brasse@ndr.de 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
W  www3.nhk.or.jp/nhkworld/ 

Sayumi  Horie 
E  horie.s-gg@nhk.or.jp 
Yoko  Imai 

E  imai.y-fq@nhk.or.jp 
Keizo  Izuta 

E  izuta.k-kk@nhk.or.jp 
Hiroaki  Katayama 
E  katayama.h-hk@nhk.or.jp 
Yuriko  Kawaike 
E  kawaike.y-fw@nhk.or.jp 
Kazuhiro  Kitano 
E  kitano.k-fy@nhk.or.jp 
Kyoko  Misumi 
E  misumi.k-fq@nhk.or.jp 
Miki  Mori 

E  mori.mi@nhk-ed.co.jp 
Toshiyuki  Oono 
E  oono.t-jm@nhk.or.jp 
Takeshi  Shibasaki 
E  shibasaki.t-hg@nhk.or.jp 
HidekiTazuke 
E  tazuke.h-es@nhk.or.jp 
YabukiToshihide 
E  yabuki.t-ey@nhk.or.jp 
Mieko  Yoshikawa 
E  yoshikawa.m-hk@nhk.or.jp 

NHK  Enterprises 

3f,  5-5  Kamiyama-cho,  Shibuya-ku 
Tokyo 

Japan  150-0047 
W  www.nhk-ep.co.jp/en/ 

Hiroshi  Izu 
E  izu.h-ic@nhk.or.jp 
Gen  Sasaki 

E  sasaki.g-ey@nhk.or.jp 


NHNZ 

5  Melville  Street 
Dunedin 

New  Zealand  9054 
Kyle  Murdoch 
E  kmurdoch@nhnz.tv 

Nilaya  Productions 

28  rue  du  Docteur  Finlay 
Paris 

France  75015 
W  www.nilaya.fr/en 
Patricia  Boutinard  Rouelle 
E  p.boutinardrouelle@gmail.com 

Northern  Pictures 

226/1 22  Lang  Road,  Fox 
Entertainment  Quarter,  Moore  Park 
Sydney  NSW 
Australia  2021 

W  www.northernpictures.com.au 
Sue  Clothier 
E  sue.clothier@ 
northernpictures.com.au 
Karina  Holden 

E  karina@northernpictures.com.au 

Northern  Sky  Entertainment 

508  Riverside  Drive 
Toronto  ON 
Canada  M6S  4B5 

W  www.northernskyentertainment.ca 
Wayne  Abbott 
E  wayne@northernsky.tv 

A/Ol/A/WGBH 

1  Guest  Street 
Boston  MA 
USA  21 35 

W  www.pbs.org/nova 
Paula  S.  Apsell 
E  psa@wgbh.org 
Julia  Cort 

Ejulia_cort@wgbh.org 
Evan  Hadingham 
E  evan_hadingham@wgbh.org 
Chris  Schmidt 
E  chris_schmidt@wgbh.org 
Melanie  Wallace 
E  melanie_wallace@wgbh.org 

October  Films 

30-31  Lyme  Street,  Lymehouse  Studios 
London 
UK  NW10EE 
Adam  Bullmore 

E  adam.bullmore@octoberfilms.co.uk 


ONLY  SCIENCE  — TVONLY 

20  cour  des  Petites  Ecuries 
Paris 

France  75010 
W  www.onlyscience.tv 
Clemence  Porret 
E  clemence.porret@tv-only.com 

ORF 

Wuerzburggasse  30 
Vienna 
Austria  1 136 
W  www.orf.at 
Michael  Kron 
E  michael.kroen@orf.at 
Andrew  Solomon 
E  andrew.solomon@orf.at 

Oxford  Film  &  Television 

6  Erskine  Road 
London 
UKW41UB 
Nicolas  Kent 
E  Nick@oftv.co.uk 

Oxford  Scientific  Films 

229-231  High  Holborn 

London 

UKWC1V7DA 

W  www.oxfordscientifidilms.tv 
Clare  Birks 

E  cbirks@oxfordscientificfilms.tv 

Oxford  Scientific  Films 

2nd  Floor,  21-22  Warwick  Street 

London 

UKW1B5NE 

W  www.oxfordscientificfilms.tv/ 
Alice  Keens-Soper 
E  aliceks@oxfordscientifidilms.tv 

Pact 

1 53-1 57  Cleveland  Street,  3rd  Floor 

Fitzrovia  House 

London 

UKW1T6QW 

W  www.pact.co.uk 

Dawn  McCarthy-Simpson 

E  dawn@pact.co.uk 

Parallax  Film  Productions 

PO  Box  75150  White  Rock 
White  Rock  BC 
Canada  V4A  1B0 
W  www.parallaxfilm.com 
Ian  Herring 

E  iherring@parallaxfilm.com 
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Passport  to  Knowledge/GHSPi 

299  Pavonia  Avenue,  #3-1 
Jersey  City  NJ 
USA  7302 

W  passporttoknowledge.com 
Geoff  Haines-Stiles 
E  ghs@passporttoknowledge.com 

Passsion  for  Innovation — 
Dassault  Systemes 

1 0  Rue  Marcel  Dassault 
Velizy-Villacoublay 
France  78946 

W  www.3ds.com/fr/passion-for- 
innovation 
Marie-Pierre  Aulas 
E  mariepierre.aulas@3ds.com 

PBS 

2100  Crystal  Drive 
Arlington  VA 
USA  22202 
Bill  Margol 
E  blmargol@pbs.org 

PBS  International 

1 0  Guest  Street 
Boston  MA 
USA  21 35 

W  www.pbsinternational.org 
Anna  Alvord 
E  agalvord@pbs.org 
Tracy  Beckett 
E  tabeckett@pbs.org 
Tom  Koch 
Ejtkoch@pbs.org 


Pilot  Film  &  Television  Productions 

18  Middle  Row 
London 
UKW10  5AT 

W  www.pilotguides.com/ 

Ian  Cross 

E  ianpilot@aol.com 

Pioneer  Productions 

32  Galena  Road,  Hammersmith 

London 

UKW6  0LT 

W  www.pioneertv.com 
Kirstie  McLure 

E  kirstie.mclure@pioneertv.com 

Pioneer  Productions 

Voyager  House,  32  Galena  Road 

London 

UKW6  0LT 

Samantha  Lambart 

E  samantha.lambart@pioneertv.com 


Powderhouse 

212  Elm  Street 
Somerville  MD 
USA  2144 

W  www.powderhouse.net 
Joel  Olicker 

Ejolicker@powderhouse.net 

pre  tv  Gesellschaft  fuer  Film-  und 
Videoproduktion  mbH 

Edelsinnstrasse  58 
Vienna 
Austria  1120 
W  www.pretv.at 
Nikolaus  Wisiak 
E  nikolaus.wisiak@pretv.at 

Primitive  Entertainment 

585  Bloor  Street  West,  Suite  300 
Toronto  ON 
Canada  M6G  1 K5 
W  www.primitive.net 
Michael  McMahon 
E  michael@primitive.net 


Productions  Megafun  Inc. 

3401 ,  Saint-antoine  West 
Westmount  QC 
Canada  H3Z  1X1 
Paul  Cadieux 
E  cadieux@megafun.ca 

Productions  Nova  Media 

34,  Gamble  Est  Bureau  201 
Rouyn-Noranda  ON 
Canada  J9X3B7 
W  productionsnovamedia.com 
Yves  Lafontaine 
E  ylafontaine@ 
productionsnovamedia.com 

Program  33 

33  Rue  Trousseau 
Paris 

France  7501 1 

W  www.program33.com/ 
Fabrice  Coat 

E  f.coat@program33.com 

Projector  Films 

20  Princess  Street 
Adelaide 
Australia  5000 
Daniel  Joyce 

E  dan@projectorfilms.com.au 


ProSiebenSat.1  TV  Deutschland 
GmbH 

Medienallee  7 
Unterfoehring 
Germany  85774 
W  www.prosiebensatl  .com 
Florian  Falkenstein 
E  florian.falkenstein@ 
prosiebensat1.com 
Sven  Pietsch 

E  sven.pietsch@prosiebensatl  .com 
Thomas  Von  Hennet 
E  thomas.hennet@ProSiebenSat1  .com 

Prospero  Productions 

21  Blinco  Street 
Fremantle  WA 
Australia  6160 
W  www.prospero.com.au 
Ed  Punchard 
E  ed@prospero.com.au 
Julia  Redwood 
Ejulia@prospero.com.au 

Providence  Pictures 

60  Eddy  Street 
Providence  Rl 
USA  2903 

W  www.providencepictures.com 
Gary  Glassman 

E  gary@providencepictures.com 

Rare  Media 

No.38  Shuangliubei  Street,  Chaoyang 

District 

Beijing 

China  100024 
Yuqi  Ning 

E  ningyuqi@raredoc.com 

Realscreen 

Canada 

Claire  Macdonald 
E  cmacdonald@brunico.com 

Redback  Productions 

Penthouse  Loft.Tribeca  Place,  2  Ping 
Lan  Street,  Ap  Lei  Chau 
Hong  Kong 
Hong  Kong  200031 
W  www.redbackproductions.tv 
Vivian  McGrath 
E  viv@redbackproductions.tv 

River  Films 

UK 

W  river-films.com 
Phil  Agland 

E  phil.agland@gmail.com 


RMC  DECOUVERTE 

1 2  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
Corentin  Glutron 
E  cglutron@rmcdecouverte.fr 
Rodolphe  Guignard 
E  rguignard@rmcdecouverte.fr 
GuenaelleTroly 

E  aphilippon@rmcdecouverte.fr 

RockYenta  Productions 

290  Westmoreland  Avenue 
Toronto  ON 
Canada  M6H  3A5 
W  rockyenta.com 
Charlotte  Engel 
E  rockyenta@gmail.com 

Roller  Coaster  Road  Productions 

15  Bancroft  Ave. 

Annapolis  MD 
USA  21403 
Steve  Burns 

E  stevelburns@comcast.net 

RTL2  Fernsehen  GmbH  &  Co.  KG 

Lil  Dagover  Ring  1 
Gruenwald 
Germany  82031 
W  www.rtl2.de 
Julian  Krietsch 
E  julian.krietsch@rtl2.de 
Thomas  Zwiessler 
E  thomas.zwiessler@rtl2.de 

Rymer  Childs 

20  Buckingham  Street,  Surry  Hills 
Sydney  NSW 
Australia  2010 
Judy  Rymer 
E  rymer@tpg.com.au 

Saint  Thomas  Productions 

Village  D'entreprises  Saint  Henri,  Rue 
Anne  Gacon-  Bat  302 
Marseille 
France  13016 
W  www.saint-thomas.net 
Bertrand  Loyer 
E  b.loyer@saint-thomas.net 

School  of  Creative  Media,  City 
University  of  Hong  Kong 

Hong  Kong 
Jeffrey  Shaw 

Scicommtw 

1 3f.,  No.221 ,  Sec.  3,  Beixin  Rd.,  Xindian 
Dist. 

New  Taipei  City 
Taiwan  23143 
W  www.scicommtw.com/ 

Shang-ren  Kwan 
E  mikekwan1026@hotmail.com 
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Scicommtw 

2f,  No.5,  Lane  43,Tong-an  Street 
Taipei  City 
Taiwan  10085 
Shun-chih  Ke 
E  scketw@gmail.com 

Scicommtw 

6f„  No.1 5,  Aly.  47,  Ln.  458,  Beian  Rd. 
Taipei  City 
Taiwan  104 

W  www.scicommtw.com 
Chi-yung  Moh 
E  moh.chiyung@gmail.com 

Scicommtw 

Department  Of  Materials  Science  And 
Engineering,  National  Cheng  Kung 
University,  No.1,  University  Road 
Tainan 
Taiwan  701 

W  Science.nchc.org.tw 
Wang-long  Li 

E  dragonpuff.ncku1@gmail.com 

Science  2.0 

Pravdi  Avenue,  24-3 
Moscow 

Russian  Federation  125040 
Alexander  Martya 
E  alextod90@gmail.com 

Science  Channel 

1  Discovery  Place 
Silver  Spring  MD 
USA  20910 
Brad  Kohlenstein 

E  brad_kohlenstein@discovery.com 

Screen  Australia 

45  Jones  Street,  Level  7 
Sydney  NSW 
Australia  2007 

W  www.screenaustralia.gov.au 
Liz  Stevens 

E  liz.stevens@screenaustralia.gov.au 

Screen  Glue 

50Westleigh  Avenue,  Putney 
London 
UKSW15  6RL 
W  www.screenglue.com 
Jasper  James 
Ejasper@screenglue.com 

Scubazoo  Images  Sdn  Bhd 

Lot  9, 1st  Floor,  Lido  Plaza,  Mile  3  1/2, 

Jalan  Nosoob 

Kota  Kinabalu 

Malaysia  88300 

W  www.scubazoo.com 

Simon  Christopher 

E  simon@scubazoo.com 


Sea  Dog  TV  International 

PO  Box  21 25 
Marmion  WA 
Australia  6020 

W  www.seadogtvinternational.com 
Leighton  De  Barros 
E  leighton@ 

seadogtvinternational.com 

SeaLight  Pictures 

17  Tralee  Ave 
Sydney  NSW 
Australia  2087 

W  www.sealightpictures.com 
Colette  Beaudry 

E  cbeaudry@sealightpictures.com 
Adam  Geiger 

E  ageiger@sealightpictures.com 

Serendipity  Productions 

7/41-45  Wallis  St 
Woollahra  NSW 
Australia  2025 
W  serendipitycontent.com 
Margie  Bryant 

E  margieabr@ozemail.com.au 

Sitting  In  Pictures 

1  Syed  Alwi  Road,  Song  Lin  Building 
#04-04 

Singapore  207628 
W  www.sittinginpictures.com 
Soh  Kiak  Chang 

E  sohkiak@sittinginpictures.com 

Sky  Vision 

5  Station  Approach 
Chorleywood 
UKWD3  5PF 
W  sky.com/skyvision 
Danny  Tipping 
E  Danny.tipping@bskyb.com 

SMG  Documentary  Channel/ 
DocuChina  Co.,  Ltd. 

298  Wei  ha  i  Road 
Shanghai 
China  200041 
Gan  Chao 

E  ganchao@ganchao.net 

Smith&Nasht 

1 5  De  Lauret  Avenue,  Newport 
Sydney  NSW 
Australia  2106 
Annamaria  Talas 
E  talasannamaria@gmail.com 

Societe  Radio-Canada 

1400  East  Rene  Levesque 
Montreal  QC 
Canada  H2L2M2 
W  radio-canada.ca/decouverte 
Helene  Leroux 

E  helene.leroux@radio-canada.ca 


Societe  Radio-Canada,  Explora 

1400  Boul.  Rene  Levesque  Est,  Bureau 
A53-1 

Montreal  QC 
Canada  H2L2M2 
W  ici.exploratv.ca 
Marie  Cote 

E  marie.cote@radio-canada.ca 

Special  Broadcasting  Service  (SBS) 

Locked  Bag  028 
Crows  Nest  NSW 
Australia  1585 
Joseph  Maxwell 
Ejoseph.maxwell@sbs.com.au 

Spiegel  TV  GmbH 

Ericusspitze  1 
Hamburg 
Germany  20457 
W  www.spiegel-tv.de 
Karl  Steffen  Haug 
E  steffen_haug@spiegel.de 
Kirsten  Hoehne 

E  kirsten_hoehne@spiegel-tv.de 
Kay  Siering 

E  kay_siering@spiegel-tv.de 

Stiletto  Entertainment 

44  Wellington  street,  Irene,  centurion 

Johannesburg 

South  Africa  2196 

Tracey  Lee  Dearham 

E  tdearham@gmail.com 

Stornoway  Productions 

800-105  Gordon  Baieser  Road 
Toronto  ON 
Canada  M2H  3P8 

W  www.stornowayproductions.com 
Paul  Kemp 

E  pkemp@stornoway.com 

Story  House  Media  Group 

Michaelkirchstrasse  17-18 
Berlin 

Germany  101 79 
W  www.storyhousepro.com 
Jens  Afflerbach 

E  afflerbach@storyhousepro.com 

Story  House  Productions 

2233  Wisconsin  Ave  NW,  #420 
Washington  DC 
USA  20007 
Andreas  Gutzeit 
E  gutzeit@storyhousepro.com 


Story  House  Productions  GmbH 

Michaelkirchstr.  17-18 
Berlin 

Germany  10179 
W  www.storyhousepro.com/ 
Konstanze  Beyer 
E  beyer@storyhousepro.com 
Sigrun  Laste 

E  laste@storyhousepro.com 

Sunny  Side  of  the  Doc 

21  bis  quai  Maubec 
La  Rochelle 
France  1 7000 

W  www.sunnysideofthedoc.com 
Baptiste  Cornillier 

E  baptiste@sunnysideofthedoc.com 
Irem  Couchouron 
E  irem@sunnysideofthedoc.com 
Jean-Luc  Bertin 

E  jean-luc@sunnysideofthedoc.com 
Yves Jeanneau 

Eyjeanneau@sunnysideofthedoc.com 

SVT 

Oxenstiernsgatan  26 
Stockholm 
Sweden  SE-10510 
Henrik  Ekman 
E  henrik.ekman@svt.se 

Taglicht  Media 

Caesarstrasse  58 
Cologne 
Germany  50968 
W  www.taglichtmedia.de 
Dennis  Wells 

E  dennis.wells@taglichtmedia.de 
Bernd  Wilting 

E  bernd.wilting@taglichtmedia.de 

Tangled  Bank  Studios 

4000  Jones  Bridge  Road 
Chevy  Chase  MD 
USA  20815 
David  Elisco 

E  eliscod@tangledbankstudios.org 
Michael  Rosenfeld 

E  mrosenfeld@tangledbankstudios.org 

TANGRAM  International  GmbH 

Ganghoferstrasse  27 
Munich 

Germany  80339 
W  www.tangram-film.de 
Dagmar  Biller 

E  dagmar.biller@tangram-film.de 

TCB  Media  Rights 

The  Light  Box,  1 1 1  Power  Road 

London 

UKW4  5PY 

W  www.tcbmediarights.com 
Paul  Heaney 

E  paul.heaney@tcbmediarights.com 
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Tell  Tale  Productions  Inc. 

5690  Woodill  St 
Halifax  NSW 
Canada  B3K1G9 
W  www.telltale.tv 
Edward  Peill 
E  edward@telltale.tv 

Terranoa 

1 55,  Rue  De  Charonne 
Paris 

France  7501 1 
W  www.terranoa.com 
Isabelle  Graziadey 
E  igraziadey@terranoa.com 
Emmanuelle  Jouanole 
E  ejouanole@terranoa.com 

Testimony  Films 

1 2  Great  George  Street 

Bristol 

UKB51  5RS 

W  www.testimonyfilms.com 
Steve  Humphries 
E  steve.humphries@ 
testi  monyfi  I  ms.com 

The  Creative  Advantage 

South  Africa 
Nisha  Naidoo 

E  nishanaidoo@rocketmail.com 

The  Feds 

Lv  2, 1 04  George  St 
Redfern  NSW 
Australia  2016 
Julia  Peters 

E  rubygirl@thefeds.com.au 

The  Ideas  Room 

The  Studio,  56  Westover  Road 
London 
UKSW182RH 
W  www.theideasroom.tv 
Jeremy  Dear 

Ejeremy@theideasroom.tv 

The  Moving  Visuals  Co.  Pte  Ltd. 

2  Kallang  Avenue  #04-08  Ct  Hub 
Singapore  339407 
W  www.tmvc.sg 
Khim  Loh 

E  khimloh@tmvc.sg 
Galen  Yeo 

E  galenyeo@tmvc.sg 

The  Walter  and  Eliza  Hall  Institute 
of  Medical  Research 

1g  Royal  Pde 
Parkville 
Australia  3052 
Drew  Berry 
E  drew_b@me.com 


Tilt  Productions 

Johannesburg 
South  Africa 
Sumitra  Nydoo 
E  sumitranydoo@gmail.com 

True  North  Productions 

3rd  Floor,  East  Wing,  Marshall  Mills, 

Marshall  Street 

Leeds 

UK  LS1 1  9YP 
Liz  McLeod 

E  LMcLeod@truenorth.tv 

Tshedza  Media 

South  Africa 
Takalani  Mulaudzi 
E  takalani@tshedzamedia.co.za 

TV  France  International 

5  Rue  Cernuschi 
Paris 

France  75017 
W  www.tvfrance-intl.com 
Mathieu  Bejot 

E  mathieu@tvfrance-intl.com 

TVF  International 

375  City  Road 

London 

UKEC1V1NB 

W  www.tvfinternational.com 
Alice  Hamlett 
E  alice.hamlett@tvf.co.uk 

Unboxed  Media  Australia 

Studio  2, 121  Alexander  Street 
Crows  Nest  NSW 
Australia  2064 

W  www.unboxedmedia.com.au 
Liz  Courtney 

E  liz@unboxedmedia.com.au 

UNIT9  Ltd. 

2-4  Hoxton  Square 
London 
UKN1 6NU 
Yifei  Chai 

E  yifei.chai@unit9.com 

Upside  Distribution 

33  QUAI  DE  DION  BOUTON 

Puteaux 

France  92800 

W  www.upsidedistribution.com 
Severine  Garusso 

Eseverine.garusso@upsidetelevision.com 

VICE/VICE  On  HBO 

Hong  Kong 
Isobel  Yeung 
E  izobeiy@gmail.com 


Vulcan  Productions 

505  Fifth  Avenue  South,  Suite  900 

Seattle  WA 

USA  98104 

Jody  Gottlieb 

Ejodyg@vulcan.com 

Wall  To  Wall 

85  Grays  Inn  Road 
London 
UKWC1X8TX 
W  www.walltowall.co.uk 
Jonathan  Hewes 

Ejonathan.hewes@walltowall.co.uk 
Gavin  Rota 

E  gavin.rota@walltowall.co.uk 

Warehouse  51  Productions 

20  Greek  Street 
London 
UKW11  4UD 
W  sky.com/skyvision 
Carl  Hall 

E  carl.hall@w51p.com 
Alice  Robinson 
E  alice.robinson@w51p.com 

WCSFP  Ltd 

Australia 
Alison  Leigh 

E  alisonleighwcsfp@me.com 

WDR  mediagroup  GmbH 

Ludwigstrasse  1 1 
Cologne 
Germany  50667 
W  wdr-mediagroup.com/ 

Stefanie  Fischer 

Estefanie.fischer@wdr-mediagroup.com 
Pamela  Wershofen 
E  pamela.wershofen@ 
wdr-mediagroup.com 

WDR  mediagroup  GmbH 

Ludwigstrasse  2-6 
Cologne 
Germany  50667 
Michael  Loeb 

E  michael.loeb@wdr-mediagroup.com 

Wellcome  Trust 

215  Euston  Road 
London 
UKNW1  2BE 
W  www.wellcome.ac.uk 
lain  Dodgeon 

E  i.dodgeon@wellcome.ac.uk 
Dr.  Lisa  Lazareck 
E  l.lazareck@wellcome.ac.uk 


werwiewas  medienproduktion 

Strausberger  Platz  18 
Berlin 

Germany  10243 
W  www.werwiewas.com 
Gregor  Streiber 
E  gregor@werwiewas.com 

WildThring  Media 

Todsbridge,  Far  Wells  Road 
Bisley 

UKGL6  7AQ 
EdwinaThring 

E  edwina@wildthringmedia.com 

WildBear  Entertainment 

1 6  Petrie  Plaza 
Canberra  ACT 
Australia  2601 
W  www.wildbear.tv 
Michael  Tear 

E  michael.tear@wildbear.tv 

WildBear  Entertainment 

737  New  South  Head  Road,  Level  2A 
Rose  Bay  NSW 
Australia  2029 
W  www.wildbear.tv 
Tina  Dalton 

E  bettina.dalton@wildbear.tv 

WildBear  Entertainment 

PO  Box  1 53  Coorparoo 
Brisbane  QLD 
Australia  4151 
W  www.wildbear.tv 
Veronica  Fury 

E  veronica.fury@wildbear.tv 

Wildscreen 

4a,  36  King  Street 
Bristol 

UKBS1  4DZ 

W  www.wildscreen.org/ 

Caroline  Copsey 

E  Caroline.Copsey@wildscreen.org.uk 
Lucie  Muir 

E  lucie.muir@wildscreen.org.uk 

Windfall  Films 

1  Underwood  Row 

London 

UKN1  7  LZ 

W  www.windfallfilms.com 
David  Dugan 

E  dugan@windfallfilms.com 
Ian  Duncan 

E  ian@windfallfilms.com 
Charlotte  Hunt-Grubbe 
E  charlottehg@windfallfilms.com 
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Winnick  &  Company 

9355  Wilshire  Blvd 
Beverly  Hills  CA 
USA  90210 
W  winnickco.com 
Kurt  Kratchman 
E  kurt@kurtkratchman.com 

Words  Make  Pictures 

Granard  Lodge,  Putney  Park  Lane 

London 

UKSW15  5HU 

John  Lynch 

Ejohnlynchmedia@gmail.com 

Xiamen  Culture  and  Media  Group 

4/f  Building  2,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361008 

Huifen  Gao 

E  gaohuifen5151@126.com 

Xiamen  Video  &  Audio  Publishing 
Co.  Ltd 

3/f  Building  3,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361000 

Bo  Li 

E  924239688@gq.com 

YAP  Films 

96  Spadina  Avenue,  Suite  205 
Toronto  ON 
Canada  M5V2J6 
W  www.yapfilms.com 
Elliott  Halpern 
E  ehalpern@yapfilms.com 
Elizabeth  Trojian 
E  etrojian@yapfilms.com 

YLE 

PI  90 

Helsinki 

Finland  24 

W  www.yle.fi 

Jukka-pekka  Heiskanen 

Ejukka-pekka.heiskanen@yle.fi 

Tuuve  Piispa 

E  tuuve.piispa@yle.fi 

YLE 

Radiokatu  5,  POB  46 
Helsinki 
Finland  24 
W  www.yle.fi 
NinaTuominen 
E  nina.tuominen@yle.fi 


Yuzu  Productions 

30  Rue  Colonel  Delorme 

Montreuil 

France  93100 

W  www.yuzu-productions.com 
Fabrice  Esteve 

E  f.esteve@yuzu-productions.com 

ZDF  Enterprises  GmbH 

Erich-Dombrowski-Str.  1 
Mainz 

Germany  551 27 
W  www.zdf-enterprises.de 
Kristina  Hollstein 

E  kristina.hollstein@zdf-enterprises.de 
Ralf  Ruckauer 

E  ralf.rueckauer@zdf-enterprises.de 

ZDF  German  Television 

ZDF  Strasse  1 
Mainz 

Germany  551 00 
W  www.zdf.de 
Peter  Arens 
E  Arens.P@zdf.de 
Christian  Deick 
E  deick.c@zdf.de 
Christiane  Goetz-Sobel 
E  goetz-sobel.c@zdf.de 
Georg  Graffe 
E  Graffe.G@zdf.de 
Ulrike  Grunewald 
E  grunewald.u@zdf.de 
Annette  Kohler 
E  tewes.a@zdf.de 
Jens  Monath 
E  monath.j@zdf.de 
Achim  Odziomek 
E  Odziomek.A@zdf.de 

ZED 

39  rue  des  Prairies 
Paris 

France  75020 
W  www.zed.fr 
Valerie  Abita 
E  valerie.abita@zed.fr 
Christine  Le  Goff 
E  clegoff@zed.fr 
Celine  Payot  Lehmann 
E  cplehmann@zed.fr 

Zenit  Arti  Audiovisive 

Via  Salerno  1 
Turin 

Italy  10152 
W  www.zenit.to.it 
Massimo  Arvat 
E  arvat@zenit.to.it 


Zig  Zag  Productions 

13-1 4  Great  Sutton  St 
London 
UKEC1V0BX 
W  www.zigzag.uk.com/ 
Matt  Graff 

E  Matt.Graff@zigzag.uk.com 

Zoot  Pictures 

#2-222  Osborne  Street 
Winnipeg  MB 
Canada  R3L  1Z3 
W  www.zootpictures.com 
Leslea  Mair 

E  leslea@zootpictures.com 
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AUSTRALIA 

360  Degree  Films 

PO  Box  41 8 
Brunswick  VIC 
Australia  3056 

W  www.360degreefilms.com.au 
Sally  Ingleton 

E  sally@360degreefilms.com.au 

Air  Pig  Productions  Pty  Ltd 

PO  Box  690 
Neutral  Bay  NSW 
Australia  2089 

W  www.airpigproductions.com.au 
Sally  Browning 

E  sally@airpigproductions.com.au 

Artemis  International 

6-226  Carr  Place,  Leederville 
Perth  WA 
Australia  6007 
W  www.artemisfilms.com 
Brian  Beaton 

E  brianb@artemisfilms.com 
Celia  Tait 

E  ctait@artemisfilms.com 
Katrina  Tudor 

E  katrina_tudor@hotmail.com 

Australian  Broadcasting 
Corporation 

ABC  Factual,  Level  5B/  700  Harris 
Street, 

Ultimo  NSW 
Australia  2007 

W  www.abc.net.au/tv/independent/ 
factualdocumentary_about.htm 
Andrea  Ulbrick 
E  ulbrick.andrea@abc.net.au 

Big  Stories  Co. 

22  Grove  Rd,  Hawthorn 
Melbourne  VIC 
Australia  3122 
W  www.bigstories.com 
Anna  Grieve 
E  afgrieve@gmail.com 
Martin  Potter 

E  martin@bigstories.com.au 

Blackfella  Films 

10  Cecil  St 
Paddington  NSW 
Australia  2021 
Bernice  Toni 

E  bernicetoni@hotmail.com 

Electric  Pictures 

33  Canning  Highway 
East  Fremantle  WA 
Australia  6158 

W  www.electricpictures.com.au 
Andrew  Ogilvie 
E  ao@electricpictures.com.au 


Electric  Pictures 

4  Davies  St,  Leichhardt 
Sydney  NSW 
Australia  2040 
Daniella  Ortega 
E  do@daniellaortega.com 

Essential  Media  &  Entertainment 

Level  2, 6a  Nelson  St 
Annandale  NSW 
Australia  2038 

W  www.essential-media.com 
Sally  Aitken 

E  sally.aitken@essential-media.com 
Sonja  Armstrong 
E  info@essential-media.com 
Alan  Erson 

E  alan.erson@essential-media.com 

EVERSHINE 

23  Barracluff  Ave  Bondi  Beach 
Sydney  NSW 
Australia  2026 
W  www.evershine.net.au 
Helen  Barrow 

E  helenbarrow@evershine.net.au 
Hugh  Piper 

E  hughpiper@evershine.net.au 

Film  Projects 

PO  Box  580 

Potts  Point,  Sydney  NSW 
Australia  201 1 

W  www.filmprojects.com.au 
Gregory  Miller 

E  gregory@filmprojects.com.au 

Flame  Media  Pty  Ltd 

2/65-71  Whiting  Street 
Artarmon  NSW 
Australia  2064 

W  www.flamedistribution.com 
Midi  Stormont 

E  mstormont@f1amedistribution.com 

Geonewmedia.com 

20  Martin  Place,  Glen  Waverley 
Victoria  VIC 
Australia  3150 
W  www.geonewmedia.com 
Trevor  Almeida 
E  trevor@geonewmedia.com 

G I  o  ba  I  sto  ry  /  A  FTRS 

5/1 1 0  Beach  Street 
Coogee  NSW 
Australia  2034 
W  globalstory.tv 
Randall  Wood 
E  globalstory@gmail.com 


Gulliver  Media  Australia 

PO  Box  181,  Albion 
Brisbane  QLD 
Australia  4010 

W  www.gullivermedia.com.au 
Larry  Zetlin 

E  larryz@gullivermedia.com.au 

Heiress  Films 

101  Eton  Road,  Lindfield 
Sydney  NSW 
Australia  2070 
Jennifer  Cummins 
Ejennifer@heiress.net.au 

Independent 

1 50  Clarendon  Street,  Apt  508,  East 
Melbourne  VIC 
Australia  3002 
Celeste  Geer 

E  celeste3000@yahoo.com 

Independent 

383  Highett  St 
Melbourne  VIC 
Australia  3121 
Alex  West 

E  alexwabc@gmail.com 

Intomedia  Pty  Ltd 

7  Wattle  Street 
Killara  NSW 
Australia  2071 
W  www.intomedia.com.au 
Stuart  Scowcroft 
E  stuart@intomedia.com.au 

Joined  Up  Films 

Level  1, 26  Queen  Street 
Perth  WA 
Australia  6000 
Wjoinedup.com.au 
Dan  Brown 

E  dan@joinedup.com.au 
Anthony  Willinge 
E  anthony@joinedup.com.au 

Joined  Up  Films 

Level  5, 1 04  Commonwealth  Street, 
Surry  Hills 
Sydney  NSW 
Australia  2010 
W  www.joinedup.com.au 
Thierry  Bled 

E  thierry@joinedup.com.au 

Looking  Glass  International 

499  Dundas  Street 
St  Andrews  Beach  VIC 
Australia  3941 

W  www.lookingglassint.com 
Nha-Uyen  Chau 

E  nha-uyen@lookingglassint.com 


Northern  Pictures 

226/122  Lang  Road,  Fox 
Entertainment  Quarter,  Moore  Park 
Sydney  NSW 
Australia  2021 

W  www.northernpictures.com.au 
Sue  Clothier 
E  sue.clothier@ 
northernpictures.com.au 
Karina  Holden 

E  karina@northernpictures.com.au 

Projector  Films 

20  Princess  Street 
Adelaide 
Australia  5000 
Daniel  Joyce 

E  dan@projectorfilms.com.au 

Prospero  Productions 

21  Blinco  Street 
Fremantle  WA 
Australia  6160 

W  www.prospero.com.au 
Ed  Punchard 
E  ed@prospero.com.au 
Julia  Redwood 
Ejulia@prospero.com.au 

Rymer  Childs 

20  Buckingham  Street,  Surry  Hills 
Sydney  NSW 
Australia  2010 
Judy  Rymer 
E  rymer@tpg.com.au 

Screen  Australia 

45  Jones  Street,  Level  7 
Sydney  NSW 
Australia  2007 

W  www.screenaustralia.gov.au 
Liz  Stevens 

E  liz.stevens@screenaustralia.gov.au 

Sea  Dog  TV  International 

PO  Box  21 25 
Marmion  WA 
Australia  6020 

W  www.seadogtvinternational.com 
Leighton  De  Barros 
E  leighton@ 

seadogtvinternational.com 

SeaLight  Pictures 

1 7Tralee  Ave 
Sydney  NSW 
Australia  2087 

W  www.sealightpictures.com 
Colette  Beaudry 

E  cbeaudry@sealightpictures.com 
Adam  Geiger 

E  ageiger@sealightpictures.com 
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Serendipity  Productions 

7/41-45  Wallis  St 
Woollahra  NSW 
Australia  2025 
W  serendipitycontent.com 
Margie  Bryant 

E  margieabr@ozemail.com.au 

Smith&Nasht 

1 5  De  Lauret  Avenue,  Newport 
Sydney  NSW 

Australia  2106 
Annamaria  Talas 
E  talasannamaria@gmail.com 

Special  Broadcasting  Service  (SBS) 

Locked  Bag  028 

Crows  Nest  NSW 

Australia  1585 

Joseph  Maxwell 

Ejoseph.maxwell@sbs.com.au 

The  Feds 

Lv  2, 1 04  George  St 
Redfern  NSW 
Australia  2016 
Julia  Peters 

E  rubygirl@thefeds.com.au 

The  Walter  and  Eliza  Hall  Institute 
of  Medical  Research 

Ig  Royal  Pde 
Parkville 
Australia  3052 
Drew  Berry 
E  drew_b@me.com 

Unboxed  Media  Australia 

Studio  2, 1 21  Alexander  Street 
Crows  Nest  NSW 
Australia  2064 

W  www.unboxedmedia.com.au 
Liz  Courtney 

E  liz@unboxedmedia.com.au 

WCSFP  Ltd 

Australia 
Alison  Leigh 

E  alisonleighwcsfp@me.com 

WildBear  Entertainment 

1 6  Petrie  Plaza 
Canberra  ACT 
Australia  2601 

W  www.wildbear.tv 
Michael  Tear 

E  michael.tear@wildbear.tv 

WildBear  Entertainment 

737  New  South  Head  Road,  Level  2A 
Rose  Bay  NSW 
Australia  2029 
W  www.wildbear.tv 
Tina  Dalton 

E  bettina.dalton@wildbear.tv 


WildBear  Entertainment 

PO  Box  1 53  Coorparoo 
Brisbane  QLD 
Australia  41 51 
W  www.wildbear.tv 
Veronica  Fury 

E  veronica.fury@wildbear.tv 

AUSTRIA 

ORF 

Wuerzburggasse  30 
Vienna 
Austria  1136 
W  www.orf.at 
Andrew  Solomon 
E  andrew.solomon@orf.at 
Michael  Kron 
E  michael.kroen@orf.at 

pre  tv  Gesellschaft  fuer  Film-  und 
Videoproduktion  mbH 

Edelsinnstrasse  58 
Vienna 
Austria  1120 
W  www.pretv.at 
Nikolaus  Wisiak 
E  nikolaus.wisiak@pretv.at 

BELGIUM 

GOPA  Com. 

Boulevard  De  La  Woluwe,  2 

Brussels 

Belgium  1150 

Kathleen  Van  Damme 

E  kathleen.vandamme@gopacom.eu 

BRAZIL 

Grifa  Filmes 

General  Furtado  Do  Nascimento  740 
Cj  125 
Sao  paulo 
Brazil  5465070 
W  www.grifafilmes.com/en/ 
Fernando  Dias 
E  fernando@grifafilmes.com 
Mauricio  Dias 

E  mauricio@grifafilmes.com 

CANADA 

90th  Parallel  Productions 

#438764  Grey  Rd.  15,  Rr#1, 

Owen  Sound  ON 
Canada  N4K3N5 
Michael  Allder 
E  michaelallder@gmail.com 


90th  Parallel  Productions 

203  Gerrard  St.  E. 

Toronto  ON 
Canada  M5A  2E7 
W  www.90thparallel.ca 
Gordon  Henderson 
E  gordon@90thparallel.ca 

Brandy  Y  Productions  Inc. 

1 0230  - 1 1 4  Street,  Suite  307 
Edmonton  AB 
Canada  T5K1R9 

W  www.brandyyproductions.com 
Brandy  Yanchyk 

E  brandy@brandyYproductions.com 

CBC 

205  Welllington  St.  W 
Toronto  ON 
Canada  M5V3G7 
Sue  Dando 
E  sue.dando@cbc.ca 

Clearwater  Documentary 

9009  -  99  St. 

Edmonton  AB 
Canada  T6E  3V6 
W  www.clearwaterdoc.ca 
Niobe  Thompson 
E  niobe@clearwatermedia.com 

Cogent-Benger  Productions,  Inc. 

1 352  Bathurst  Street,  Suite  201 
Toronto  ON 
Canada  M5R3H7 
W  www.cogentbenger.com 
Christopher  Sumpton 
E  cas@cogentbenger.com 

CTV — Exploration  Distribution  Inc. 

9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
W  www.exploration.ca 
Tony  Leadman 

E  tony.leadman@bellmedia.ca 

Discovery  Networks  Canada 

9  Channel  Nine  Court 
Scarborough  ON 
Canada  M1S4B5 
W  www.discovery.ca 
Paul  Lewis 

E  paul.lewis@bellmedia.ca 

Fadoo  Productions  Inc. 

629  Eastern  Ave,  Unit  A 1 02 
Toronto  ON 
Canada  M4M1 E3 
W  www.fadoo.com 
Corey  Russell 
E  corey@fadoo.com 


Ferns  Productions  Inc. 

1 01  -639  Foul  Bay  Road 
Victoria  BC 
Canada  V8S4H4 
W  www.fernsproductions.com 
Pat  Ferns 

E  pat@fernsproductions.com 

Filmoption  International  Inc. 

3401  Saint-antoine 
Westmount  QC 
Canada  H3Z1 XI 
W  www.filmoption.com 
Maryse  Rouillard 
E  mrouillard@filmoption.com 

GAPC  Entertainment  Inc. 

1 550  Laperriere  Avenue,  Suite  1 02 
Ottawa  ON 
Canada  K1Z7T2 

W  www.gapcentertainment.com 
Hoda  Elatawi 
E  helatawi@gapc.com 

Hot  Docs 

1 1 0  Spadina  Avenue,  Suite  333 
Toronto  ON 
Canada  M5V2K4 
Brett  Hendrie 
E  bhendrie@hotdocs.ca 

ID  Productions 

105, 10169- 104  Street 
Edmonton  AB 
Canada  T5J  1A5 
W  www.idproductions.ca 
Rosvita  Dransfeld 
E  rosie@idproductions.ca 

Independent 

Canada 

W  www.sschow.com 
Sarah  Chow 
E  sswchow@gmail.com 

Javelot  medias  international 

300-1000  Amherst 
Montreal  QC 
Canada  H2L3K5 
Eric  Michel 

E  em@javelotmedias.com 

JKJ-TV  International 

43  Merrylynn  Dr. 

Richmond  Hill  ON 
Canada  L4C  5B2 
Wally  Longul 
E  wlongul@rogers.com 

Northern  Sky  Entertainment 

508  Riverside  Drive 
Toronto  ON 
Canada  M6S  4B5 

W  www.northernskyentertainment.ca 
Wayne  Abbott 
E  wayne@northernsky.tv 
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Northern  Sky  Entertainment 

508  Riverside  Drive 
Toronto  ON 
Canada  M6S  4B5 

W  www.northernskyentertainment.ca 
Wayne  Abbott 
E  wayne@northernsky.tv 

Primitive  Entertainment 

585  Bloor  Street  West,  Suite  300 
Toronto  ON 
Canada  M6G  1 K5 
W  www.primitive.net 
Michael  McMahon 
E  michael@primitive.net 

Productions  Megafun  Inc. 

3401 ,  Saint-antoine  West 
Westmount  QC 
Canada  H3Z  1X1 
Paul  Cadieux 
E  cadieux@megafun.ca 

Productions  Nova  Media 

34,  Gamble  Est  Bureau  201 
Rouyn-Noranda  ON 
Canada  J9X3B7 
W  productionsnovamedia.com 
Yves  Lafontaine 
E  ylafontaine@ 
productionsnovamedia.com 

Realscreen 

Canada 

Claire  Macdonald 
E  cmacdonald@brunico.com 

RockYenta  Productions 

290  Westmoreland  Avenue 
Toronto  ON 
Canada  M6H  3A5 
W  rockyenta.com 
Charlotte  Engel 
E  rockyenta@gmail.com 

Societe  Radio-Canada 

1400  East  Rene  Levesque 
Montreal  QC 
Canada  H2L  2M2 
W  radio-canada.ca/decouverte 
Helene  Leroux 

E  helene.leroux@radio~canada.ca 

Societe  Radio-Canada,  Explora 

1400  Boul.  Rene  Levesque  Est, 

Bureau  A53-1 
Montreal  QC 
Canada  H2L  2M2 
W  ici.exploratv.ca 
Marie  Cote 

E  marie.cote@radio-canada.ca 


Stornoway  Productions 

800-105  Gordon  Baieser  Road 
Toronto  ON 
Canada  M2H  3P8 

W  www.stornowayproductions.com 
Paul  Kemp 

E  pkemp@stornoway.com 

Tell  Tale  Productions  Inc. 

5690  Woodill  St 
Halifax  NSW 
Canada  B3K  1G9 
W  www.telltale.tv 
Edward  Peill 
E  edward@telltale.tv 

YAP  Films 

96  Spadina  Avenue,  Suite  205 
Toronto  ON 
Canada  M5V2J6 
W  www.yapfilms.com 
Elliott  Halpern 
E  ehalpern@yapfilms.com 
Elizabeth  Trojian 
E  etrojian@yapfilms.com 

Zoot  Pictures 

#2  -  222  Osborne  Street 
Winnipeg  MB 
Canada  R3L  1Z3 
W  www.zootpictures.com 
Leslea  Mair 

E  leslea@zootpictures.com 

CHILE 

Cabala  Producciones 

Eleodoro  Yanez  2933-2/Providencia 
Santiago 
Chile  7510340 
W  www.cabala.cl 
Rosario  Lopez 

E  rosariolopezfoncea@gmail.com 

CHINA 

ATGC  Productions 

Lidao  Apartments,  2-604,  Xili,  Nanshan 

District 

Shenzhen 

China  588055 

Haitao  Guo 

E  haitao.guo@gmail.com 

BBC  Worldwide 

57-58,  Level  14,  China  World  Office, 

No  1  Jianguomenwai  Avenue 
Beijing 

China  100004 
Pierre  Cheung 
E  dcddchen@gmail.com 
Kelly  Wang 

E  dcddchen@gmail.com 


Beijing  International 
Documentary  Center 

Floor  1 7,  Ruichuang  Building,  No.4, 

Hujialou  Xinyuan 

Beijing 

China  100020 
W  www.bidc.net.cn 
Long  Xiao 

E  long.xiao@gmail.com 
Yang  Jiayang 
E  5 1 41 581 32@qq.com 

Beijing  New  Century  Media 

No.bYiyuan,  Hao  Hongyuan  No.3, 

Xibahe  South  Road 

Beijing 

China  100028 
Xiaomin  Cai 
E  cyt91 66@vip.sina.com 
Peiyu  Liang 
E  harrylung@sina.com 

Beijing  Science  and  Education 
Film  Studio 

Beijing 
China 
Chen  Zijun 

E  136835907@qq.com 

Beijing  Sun  Media  International 
Co.,  Ltd 

6272,Tayuan  Diplomatic  Apartment, 
Beijing 

China  100600 
Wei  Li 

E  laevoo@gmail.com 

China  International  TV 
Corporation 

Room  993,  Jingmen  Building,  No.9 

Yangfangdianlu 

Beijing 

China  100038 
Lesley  Dong 

E  lesleydong@hotmail.com 

CICC 

23  Floor  Huatian  Plaza,  6  North 
Xiaomachang,  Lianhuachi  East  Road 
of  Haidian  District 
Beijing 

China  100038 
W  www.cicc.tv 
Mingxi  Cong 
E  mingxi_cong@1 26.com 
Pei  Li 

E  duranduran0201@gmail.com 
Wei  Liu 

E  liuweibj@foxmail.com 
Li  Mian 

E  1 1 34076686@qq.com 
Juliet  Zhao 

Ejuliet_zhao@126.com 


Guan  Yue  International 

4fi  Building  A,  China  Cbd  Teda,  No.  1 5, 
Guang  Hua  Road,  Chao  Yang  District 
Beijing 

China  100020 
Yan  He 

Eyan.he@guanyueinternational.com 

LIC  China 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road.Chaoyang 
District 
Beijing 

China  100029 
Leland  Ling 
E  leland@lic-bcbc.com 

LIC-BCBC  (China) 

Gymnasium,  National  Olympic  Sports 
Centre,  No.1  Anding  Road.Chaoyang 
District 
Beijing 

China  100029 
Steven  Seidenberg 
E  stevenseidenberg@hotmail.com 

LP  Films 

Floor  2,  Building  2,  No.  23,  Lane  258 

Caoxi  Lu 

Shanghai 

China  200235 

W  www.lpfilms.net 

Arthur  Jones 

E  arthur@LPfilms.net 

Mandarin  Film 

Sanlitun  34-2-102 
Beijing 

China  100027 
W  www.mandarinfilm.com 
Patrick  Carr 

E  patrickcarr@mandarinfilm.com 

Mandarin  Film  Productions 

Xingfucun  Zhonglu,  Jinxiuyuan  D1 15, 

Chaoyang  District 

Beijing 

China  100027 
Mandy  Li 

E  mandyli@mandarinfiim.com 

NAIHANLI  &  Co. 

No.252  Caochangdi  Village, Chaoyang 

District 

Beijing 

China  100015 
W  www.naihanli.com 
Naihan  Li 
Ejj@naihanli.com 

National  Geographic  Channels 
International 

China 
Tony  Qi 

E  Tony.Qi@fox.com 
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National  Laboratory  of 
Biomacromolecules,  Institute  of 
Biophysics,  Chinese  Academy  of 
Sciences 

15  Datun  Road,  Chaoyang  District 
Beijing 

China  100101 
Ping  Zhu 
E  zhup@ibp.ac.cn 

Rare  Media 

No.38  Shuangliubei  Street,  Chaoyang 

District 

Beijing 

China  100024 
Yuqi  Ning 

E  ningyuqi@raredoc.com 

SMG  Documentary  Channel/ 
DocuChina  Co.,  Ltd. 

298  Weihai  Road 
Shanghai 
China  200041 
Gan  Chao 

E  ganchao@ganchao.net 

Xiamen  Culture  and  Media  Group 

4/f  Building  2,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361008 

Huifen  Gao 

E  gaohuifen5151@126.com 

Xiamen  Video  &  Audio  Publishing 
Co.  Ltd 

3/f  Building  3,  No.  6,  Wanghai  Road, 

Software  Park 

Xiamen 

China  361000 

Bo  Li 

E  924239688@qq.com 

CZECH  REPUBLIC 

Academia  Film  Olomouc, 
4Science  Production 

Univerzitni  3 
Olomouc 

Czech  Republic  77900 
W  www.afo.cz 
Jakub  Ralis 
E  ralis@afo.cz 

DENMARK 

DR 

Emil  Holms  Kanal  1 
Copenhagen 
Denmark  999 
Thomas  Houkjaer 
E  thoh@dr.dk 


DR 

Persiensvej  16 
Copenhagen 
Denmark  2300  S 
W  www.dr.dk 
Ole  Retsbo 
E  ret@dr.dk 

FINLAND 

YLE 

PI  90 

Helsinki 

Finland  24 

W  www.yle.fi 

Jukka-pekka  Heiskanen 

Ejukka-pekka.heiskanen@yle.fi 

Tuuve  Piispa 

E  tuuve.piispa@yle.fi 

YLE 

Radiokatu  5,  POB  46 
Helsinki 
Finland  24 
W  www.yle.fi 
NinaTuominen 
E  nina.tuominen@yle.fi 

FRANCE 

AB  International  Distribution/AB 
Productions 

132  avenue  du  president  Wilson 
La  Plaine  Saint  Denis 
France  93210 

W  www.ab-international.com/ 
Charlotte  Tachet 
E  charlotte.tachet@groupe-ab.fr 

Agat  Films  &  Cie/Ex  nihilo 

52,  Rue  Jean-pierreTimbaud 
Paris 

France  7501 1 
W  www.agatfilms.com 
Blanche  Guichou 

E  blanche.guichou@agatfilms.com 

Altomedia 

15  Rue  d'Hauteville 
Paris 

France  75010 
W  www.altomedia.com 
Gabriel  Turkieh 
E  g.turkieh@altomedia.com 


ARTE  France 

8  rue  Marceau 
Issy  les  Moulineaux 
France  92513 
W  www.arte.tv 
Catherine  Alvaresse 
E  c-alvaresse@artefrance.fr 
Marie  Beuzard 
E  m-beuzard@artefrance.fr 
Helene  Coldefy 
E  h-coldefy@artefrance.fr 

Balanga 

94  Rue  Gabriel  Peri 
Montrouge 
France  92120 
Christophe  Bochnacki 
E  c.bochnacki@balanga.tv 

Bellota  Films 

6,  Villa  Du  Clos  De  Malevart 
Paris 

France  7501 1 
W  www.bellotafilms.fr 
Dominique  Barneaud 
E  dom@bellotafilms.fr 
Hind  Saih 

E  hind@bellotafilms.fr 

Bonne  Pioche  Television 

188  Rue  De  La  Roquette 
Paris 

France  7501 1 
W  www.bonnepioche.fr 
Sophie  Parrault 
E  parrault@bonnepioche.fr 
Emmanuel  Priou 
E  priou@bonnepioche.fr 
Alexandre  Soullier 
E  a.soullier@bonnepioche.fr 

Bonne  Pioche  Television/Lucky  You 

188  rue  de  la  Roquette 
Paris 

France  7501 1 
Robert  Salvestrin 
E  r.salvestrin@lucky-you.tv 

Camera  lucida  productions 

4  Cite  Griset 
Paris 

France  7501 1 
W  www.cameralucida.fr 
Francois  Bertrand 
E  roux.mats@gmail.com 
Valerie  Grenon 
E  vgrenon@cameralucida.fr 


Compagnie  des  Phares  et  Balises 

1 08,  avenue  Ledru  Rollin 
Paris 

France  7501 1 
W  www.phares-balises.fr 
Anne  Labro 

E  anne.labro@phares-balises.fr 
JulieTolza 

Ejulie.tolza@phares-balises.fr 

EFFERVESCENCE  DOC 

80  Ave  Marceau 
Paris 

France  75008 

Robert  Laurent  Thibierge 

E  thibirobert@gmail.com 

Films  a  Cinq 

49  Rue  De  Rochechouart 
Paris 

France  75009 
W  www.filmsacinq.com 
Martin  De  la  fouchardiere 
E  mfouchardiere@filmsacinq.com 

France  Televisions 

10-12  Rue  Horace  Vernet 
Issy  les  Moulineaux 
France  92230 
David  Amiel 

E  david.amiel@francetv.fr 
Caroline  Behar 
E  caroline.behar@francetv.fr 
Thierry  Mino 
E  thierry.mino@francetv.fr 

France  Televisions 

7  Esplanade  Henri  De  France 
Paris 

France  75015 
Herve  Cauchy 
E  herve.cauchy@francetv.fr 
Clemence  Coppey 
E  Clemence.Coppey@francetv.fr 
Fabrice  Puchault 
E  fabrice.puchault@francetv.fr 
Maria  Valbusa-Muceli 
E  Maria.Valbusa-Muceli@francetv.fr 

FranceTV  Distribution 

37/45  Quai  du  President  Roosevelt 
Issy  les  Moulineaux 
France  92130 
W  www.contentsales. 
francetvdistribution.fr/public/privacy 
Nathalie  Bobineau 
E  nathalie.bobineau@francetv.fr 
Capucine  Lallemand 
E  capucine.lallemand@francetv.fr 
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Gedeon  Programmes 

155,  rue  de  Charonne 
Paris 

France  7501 1 

W  wwww.gedeonprogrammes.com 
Thibaut  Martin 

E  tmartin@gedeonprogrammes.com 
Stephane  Milliere 

E  smilliere@gedeonprogrammes.com 

Georama  TV  Productions 

2  Mairie  Str 

Cadours 

France  31480 

Nicolas  Koutsikas 

E  nkoutsikas@georamatv.com 

Heliox  Films 

10  Avenue  De  Clichy 
Paris 

France  75018 
W  www.heliox.fr 
Pierre-francois  Decoufle 
E  pfd@heliox.fr 

lllegitime  Defense 

1 1 1  Avenue  Victor  Flugo 
Paris 

France  751 16 

W  www.illegitimedefense.com 
Arnaud  Xainte 

E  xainte@illegitimedefense.com 

ITN  Source 

c/o Thomson  Reuters,  6/8  Boulevard 

Haussmann 

Paris 

France  75009 
W  www.itnsource.com 
Catherine  Laferriere-Vitali 
E  c.vitali@itnsource.com 

Kwanza 

40,  Rue  De  Paris 
Boulogne-Billancourt 
France  92100 
W  www.kwanza.fr 
Benjamin  Ternynck 
E  bternynck@kwanza.fr 

La  Compagnie  desTaxi-Brousse 

98  Rue  Jean  Pierre Timbaud 
Paris 

France  7501 1 

W  www.cie-taxibrousse.com 
Laurent  Mini 

E  lmini@cie-taxibrousse.com 
Karim  Samai 

E  ksamai@cie-taxibrousse.com 

MC4 

France 

Nicolas  Deschamps 
E  n.deschamps@mc4.fr 


MFP 

26  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
Philippe  Molins 
E  philippe.molins@mfptv.fr 

Morgane  Groupe 

3-5  Blvd  Georges  Seurat 
Neuilly-sur-Seine 
France  92200 

W  www.morgane-groupe.fr 
Carlos  Pinsky 

E  cpinsky@morgane-prod.fr 

Nilaya  Productions 

28  rue  du  Docteur  Finlay 
Paris 

France  75015 
W  www.nilaya.fr/en 
Patricia  Boutinard  Rouelle 
E  p.boutinardrouelle@gmail.com 

ONLY  SCIENCE— TVONLY 

20  cour  des  Petites  Ecuries 
Paris 

France  75010 
W  www.onlyscience.tv 
Clemence  Porret 
E  clemence.porret@tv-only.com 

Passsion  for  Innovation — 
Dassault  Systemes 

10  Rue  Marcel  Dassault 
Velizy-Villacoublay 
France  78946 

W  www.3ds.com/fr/passion-for- 
innovation 
Marie-Pierre  Aulas 
E  mariepierre.aulas@3ds.com 

Program  33 

33  Rue  Trousseau 
Paris 

France  7501 1 

W  www.program33.com/ 

Fabrice  Coat 

E  f.coat@program33.com 

RMC  DECOUVERTE 

1 2  Rue  D'oradour  Sur  Glane 
Paris 

France  75015 
Corentin  Glutron 
E  cglutron@rmcdecouverte.fr 
Rodolphe  Guignard 
E  rguignard@rmcdecouverte.fr 
GuenaelleTroly 

E  aphilippon@rmcdecouverte.fr 


Saint  Thomas  Productions 

Village  D'entreprises  Saint  Henri,  Rue 
Anne  Gacon-  Bat  302 
Marseille 
France  13016 
W  www.saint-thomas.net 
Bertrand  Loyer 
E  b.loyer@saint-thomas.net 

Sunny  Side  of  the  Doc 

21  bis  quai  Maubec 
La  Rochelle 
France 

W  www.sunnysideofthedoc.com 
Jean-Luc  Benin 

Ejean-luc@sunnysideofthedoc.com 
Baptiste  Cornillier 

E  baptiste@sunnysideofthedoc.com 
Irem  Couchouron 
E  irem@sunnysideofthedoc.com 
Yves  Jeanneau 

Eyjeanneau@sunnysideofthedoc.com 

Terranoa 

1 55,  Rue  De  Charonne 
Paris 

France  7501 1 
W  www.terranoa.com 
Isabelle  Graziadey 
E  igraziadey@terranoa.com 
Emmanuelle  Jouanole 
E  ejouanole@terranoa.com 

TV  France  International 

5  Rue  Cernuschi 
Paris 

France  75017 
W  www.tvfrance-intl.com 
Mathieu  Bejot 

E  mathieu@tvfrance-intl.com 

Upside  Distribution 

33  Quai  De  Dion  Bouton 

Puteaux 

France  92800 

W  www.upsidedistribution.com 
Severine  Garusso 
E  severine.garusso@ 
upsidetelevision.com 

Yuzu  Productions 

30  Rue  Colonel  Delorme 

Montreuil 

France  93100 

W  www.yuzu-productions.com 
Fabrice  Esteve 

E  f.esteve@yuzu-productions.com 


ZED 

39  rue  des  Prairies 
Paris 

France  75020 
W  www.zed.fr 
Valerie  Abita 
E  valerie.abita@zed.fr 
Christine  Le  Goff 
E  clegoff@zed.fr 
Celine  Payot  Lehmann 
E  cplehmann@zed.fr 

GERMANY 

AG  DOK/Ginger  Foot  Films 

Schweizerstrasse  6 
Frankfurt 
Germany  85737 
W  www.gingerfoot.de 
Bjoern  Jensen 
Ejensen@gingerfoot.de 

Albatross  World  Sales 

Altenburger  Str.  7 
Leipzig 

Germany  4275 

W  www.albatrossworldsales.com 
Anne  Olzmann 

E  anne@albatrossworldsales.com 

Anthro  Media 

Nansenstr.  1 9, 1 2047 
Berlin 

Germany  2361 1 
W  www.anthro-media.com 
Volker  Barth 

E  volker.barth@anthro-media.com 

Autentic 

Grunwalder  Weg  28d 
Oberhaching 
Germany  82041 
W  www.autentic.com 
Patrick  Horl 

E  p.hoerl@autentic.com 

Autentic  Distribution  GmbH 

Ludwigstrasse  1 1 
Cologne 
Germany  50667 
W  https://www.autentic.om 
Anne  Hufnagel 
E  a.hufnagel@autentic.com 

BBC  Worldwide  Germany 

Kaiser-Wilhelm  Ring  17-21 
Cologne 
Germany  50672 
Isabelle  Helle 
E  isabelle.helle@bbc.com 
Anna  Higgins 
E  Anna.Higgins@bbc.com 
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Berlin  Producers 

Prenzlauer  Allee  36 
Berlin 

Germany  10405 
W  www.berlin-producers.de 
Kristian  Kaehler 

E  kristian.kaehler@fernsehbuero.de 

Bilderfest  GmbH 

Adi-Maislinger-Str.  9 
Munich 

Germany  81 373 
W  www.bilderfest.de 
Dietmar  Lyssy 
E  lyssy@bilderfest.de 
Stefan  Otter 
E  info@bilderfest.de 
Marcus  Uhl 
E  uhl@bilderfest.de 

fact+film 

Hastedter  Osterdeich  222 
Bremen 

Germany  28207 
W  www.fact-film.de 
Michael  Wolff 
E  wolff@fact-film.de 

First  Act  Films 

34  Riessersee  Strasse 
Garmisch-Partenkirchen 
Germany  82467 
Ruth  Berry 

E  ruth_wildberry@web.de 

Freelance 

Pappelallee  65 
Berlin 

Germany  10437 
W  www.rudolph-herzog.de 
Rudolph  Herzog 
E  rudolph@rudolph-herzog.de 

Gebrueder  Beetz  Filmproduktion 
Berlin  GmbH  &  Co.  KG 

Heinrlch-Roller-Str.1 5 
Berlin 

Germany  10405 
W  beetz-brothers.de 
Christian  Beetz 

E  c.beetz@gebrueder-beetz.de 

Gebrueder  Beetz  Filmproduktion 
Cologne 

Breite  Strasse  108 
Cologne 
Germany  50667 
W  www.beetz-brothers.de 
Ira  Beetz 

E  i.beetz@gebrueder-beetz.de 


Gebrueder  Beetz  Filmproduktion 
Hamburg  GmbH  &  Co.  KG 

Eppendorfer  Weg  93a 
Hamburg 
Germany  20259 
W  www.gebrueder-beetz.de 
Reinhardt  Beetz 
E  r.beetz@gebrueder-beetz.de 

Gruppe  5  Filmproduktion 

Kartaeuserwall  19-21 
Cologne 
Germany  50678 
W  www.gruppe5film.de 
Alexander  Hesse 

E  Alexander.Hesse@gruppe5film.de 

Marco  Polo  Film  AG 

Handschuhsheimer  Landstr.  73 
Heidelberg 
Germany  69121 
W  www.marco-polo-film.de 
Annette  Scheurich 
E  annette@marco-polo-film.de 

Mediakraft  Networks  GmbH 

Poststr.4/5 

Berlin 

Germany  101 78 
W  www.mediakraft.net 
Christoph  Krachten 
E  ck@mediakraft.net 

NDR/ARD 

Hugh-greene-weg  1 
Hamburg 
Germany  22529 
W  www.ndr.de 
Ralf  Quibeldey 
E  r.quibeldey@ndr.de 

NDR/North  German  Broadcasting 
Corporation 

Hugh-greene-weg  1 
Hamburg 
Germany  22529 
W  www.ndr.de 
Marc  Brasse 
E  m.brasse@ndr.de 

ProSiebenSat.1  TV  Deutschland 
GmbH 

Medienallee  7 
Unterfoehring 
Germany  85774 
Florian  Falkenstein 
E  florian.falkenstein@ 
prosiebensat1.com 
Sven  Pietsch 

E  sven.pietsch@prosiebensat1  .com 
Thomas  Von  Hennet 
E  thomas.hennet@ProSiebenSat1  .com 


RTL2  Fernsehen  GmbH  &  Co.  KG 

Lil  Dagover  Ring  1 
Gruenwald 
Germany  82031 
W  www.rtl2.de 
Julian  Krietsch 
Ejulian.krietsch@rtl2.de 
Thomas  Zwiessler 
E  thomas.zwiessler@rtl2.de 

Spiegel  TV  GmbH 

Ericusspitze  1 
Hamburg 
Germany  20457 
W  spiegel.tv 
Karl  Steffen  Haug 
E  steffen_haug@spiegel.de 
Kirsten  Hoehne 

E  kirsten_hoehne@spiegel-tv.de 
Kay  Siering 

E  kay_siering@spiegel-tv.de 

Story  House  Media  Group 

Michaelkirchstrasse  17-18 
Berlin 

Germany  101 79 
W  www.storyhousepro.com 
Jens  Afflerbach 

E  afflerbach@storyhousepro.com 

Story  House  Productions  GmbH 

Michaelkirchstr.  17-18 
Berlin 

Germany  101 79 
W  www.storyhousepro.com/ 
Konstanze  Beyer 
E  beyer@storyhousepro.com 
Sigrun  Laste 

E  laste@storyhousepro.com 

Taglicht  Media 

Caesarstrasse  58 
Cologne 
Germany  50968 
W  www.taglichtmedia.de 
Dennis  Wells 

E  dennis.wells@taglichtmedia.de 
Bernd  Wilting 

E  bernd.wilting@taglichtmedia.de 

TANGRAM  International  GmbH 

Ganghoferstrasse  27 
Munich 

Germany  80339 
W  www.tangram-film.de 
Dagmar  Biller 

E  dagmar.biller@tangram-film.de 


WDR  mediagroup  GmbH 

Ludwigstrasse  1 1 
Cologne 
Germany  50667 
W  wdr-mediagroup.com/ 

Stefanie  Fischer 

E  stefanie.fischer@wdr-mediagroup.com 
Pamela  Wershofen 
E  pamela.wershofen@ 
wdr-mediagroup.com 

WDR  mediagroup  GmbH 

Ludwigstrasse  2-6 
Cologne 
Germany  50667 
Michael  Loeb 

E  michael.loeb@wdr-mediagroup.com 

werwiewas  medienproduktion 

Strausberger  Platz  18 
Berlin 

Germany  10243 
W  www.werwiewas.com 
Gregor  Streiber 
E  gregor@werwiewas.com 

ZDF  Enterprises  GmbH 

Erich-Dombrowski-Str.  1 
Mainz 

Germany  55127 
W  www.zdf-enterprises.de 
Kristina  Hollstein 

E  kristina.hollstein@zdf-enterprises.de 
Ralf  Ruckauer 

E  ralf.rueckauer@zdf-enterprises.de 

ZDF  German  Television 

ZDF  Strasse  1 
Mainz 

Germany  85774 
W  www.zdf.de 
Peter  Arens 
E  Arens.P@zdf.de 
Christian  Deick 
E  deick.c@zdf.de 
Christiane  Goetz-Sobel 
E  goetz-sobel.c@zdf.de 
Georg  Graffe 
E  Graffe.G@zdf.de 
Ulrike  Grunewald 
E  grunewald.u@zdf.de 
Annette  Kohler 
E  tewes.a@zdf.de 
Jens  Monath 
E  monath.j@zdf.de 
Achim  Odziomek 
E  Odziomek.A@zdf.de 
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HONG  KONG 

APV 

1253a  Telecom  House,  3  Gloucester 
Road,  Wanchai 
Hong  Kong 
W  www.apv.asia 
Mark  Erder 

E  mark.erder@apv.asia 

Redback  Productions 

Penthouse  Loft,Tribeca  Place,  2  Ping 
Lan  Street,  Ap  Lei  Chau 
Hong  Kong 
Hong  Kong  200031 
W  www.redbackproductions.tv 
Vivian  McGrath 
E  viv@redbackproductions.tv 

School  of  Creative  Media,  City 
University  of  Hong  Kong 

Hong  Kong 
Jeffrey  Shaw 

VICE/VICE  On  HBO 

Hong  Kong 
Isobel  Yeung 
E  izobeiy@gmail.com 

ITALY 

Doclab 

Via  Della  Giuliana,  66 

Rome 

Italy  195 

W  www.doclab.it 
Marco  Visalberghi 
E  marco.visalberghi@doclab.it 

Doclab 

Via  Fellini  14/a 

Venturina 

Italy  57021 

W  www.doclab.it 

Barbara  Bernardini 

E  barbara.bernardini@insintesi.it 

Full  Board  Media  srl 

Viale  Campania  4 
Milano  Ml 
Italy  20133 
Daniela  Bagliani 

E  daniela.bagliani@fullboardmedia.com 
Mauro  Fabbricotti 
E  mauro.fabbricotti@ 
fullboardmedia.com 

GraffitiDoc  srl 

Corso  Casale  2 
Torino 
Italy  10131 
Enrica  Capra 
E  enrica@graffitidoc.it 


MyMax  Edutainment 

Via  Alessandro  Severo,58 

Rome 

Italy  145 

W  www.mymax.it 
Massimo  My 

E  massimo.my@mymax.it 

Zenit  Arti  Audiovisive 

Via  Salerno  1 
Turin 

Italy  101 52 
W  www.zenit.to.it 
Massimo  Arvat 
E  arvat@zenit.to.it 

JAPAN 

NHK 

2-2-1  Jinnan,  Shibuya-ku 
Tokyo 

Japan  150-8001 
W  www3.nhk.or.jp/nhkworld/ 
Sayumi  Horie 
E  horie.s-gg@nhk.or.jp 
Yoko  Imai 

E  imai.y-fq@nhk.or.jp 
Keizo  Izuta 

E  izuta.k-kk@nhk.or.jp 
Hiroaki  Katayama 
E  katayama.h-hk@nhk.or.jp 
Yuriko  Kawaike 
E  kawaike.y-fw@nhk.or.jp 
Kazuhiro  Kitano 
E  kitano.k-fy@nhk.or.jp 
Kyoko  Misumi 
E  misumi.k-fq@nhk.or.jp 
Miki  Mori 

E  mori.mi@nhk-ed.co.jp 
Toshiyuki  Oono 
E  oono.t-jm@nhk.or.jp 
Takeshi  Shibasaki 
E  shibasaki.t-hg@nhk.or.jp 
HidekiTazuke 
E  tazuke.h-es@nhk.or.jp 
YabukiToshihide 
E  yabuki.t-ey@nhk.or.jp 
Mieko  Yoshikawa 
E  yoshikawa.m-hk@nhk.or.jp 

NHK  Enterprises 

3f,  5-5  Kamiyama-cho,  Shibuya-ku 
Tokyo 

Japan  150-0047 
W  www.nhk-ep.co.jp/en/ 

Hiroshi  Izu 
E  izu.h-ic@nhk.or.jp 
Gen  Sasaki 

E  sasaki.g-ey@nhk.or.jp 


MALAYSIA 

Scubazoo  Images  Sdn  Bhd 

Lot  9, 1  st  Floor,  Lido  Plaza,  Mile  3  1/2, 

Jalan  Nosoob 

Kota  Kinabalu 

Malaysia  88300 

W  www.scubazoo.com 

Simon  Christopher 

E  simon@scubazoo.com 

NEW  ZEALAND 

Making  Movies 

1 95  Ponsonby  Road 
Auckland 
New  Zealand  1001 
W  www.makingmovies.co.nz 
James  Heyward 
E  info@makingmovies.co.nz 

NHNZ 

5  Melville  Street 
Dunedin 

New  Zealand  9054 
Kyle  Murdoch 
E  kmurdoch@nhnz.tv 

RUSSIA 

Science  2.0 

Pravdi  Avenue,  24-3 
Moscow 

Russian  Federation  125040 
Alexander  Martya 
E  alextod90@gmail.com 

SINGAPORE 

Beach  House  Pictures 

189,  New  Bridge  Road  #03-01/02 
Singapore  59422 

W  www.beachhousepictures.com 
Donovan  Chan 

E  donovan@beachhousepictures.com 

Beach  House  Pictures 

189,  New  Bridge  Road  #04-01/02 
Singapore  59422 

W  www.beachhousepictures.com 
Janine  Campbell 

Ejanine@beachhousepictures.com 
Jocelyn  Little 

E  Jocelyn@beachhousepictures.com 
Jim  Ribbans 

Ejim@beachhousepictures.com 

BOMANBRIDGE  Media  Pte  Ltd 

8  Smith  Street  #02-01 
Singapore  58922 
W  www.bomanbridge.tv 
Sonia  Fleck 

E  sonia@bomanbridge.tv 
AegenaTay 

E  aegena@bomanbridge.tv 


Discovery  Networks  Asia-Pacific 

Singapore 
Vikram  Channa 

EVikram_Channa@discovery.com 

FILMAT36  (S)  PTE  LTD 

501  Balestier  Road  #02-03  Wai  Wing 
Centre 

Singapore  329844 
W  filmat36.com 
Kathy  Lee 

E  kathy@filmat36.com 
Eric  Lim 

E  eric@filmat36.com 

GroupM  Entertainment 

1 8  Cross  Street,  China  Square  Central 
04-01 

Singapore  48423 
W  www.groupm.com 
Steven  Murphy 

E  Steven.Murphy@groupm.com 

IFA 

62,  Burn  RoadTsh  Center  05-01 
Singapore  369976 
W  www.ifa-media.com 
Francis  Smith 
E  francis@ifa-media.com 
Dean  Johnson 
Ejohno@infocusasia.com 

Media  Development  Authority, 
Singapore 

3  Fusionopolis  Way 
Singapore  138633 
Hilary  Ng 

E  hilary_ng@mda.gov.sg 

M'GO  FILMS 

69  Kim  Yam  Road 
Singapore  239368 
Panuksmi  Hardjowirogo 
E  panuksmi@margofilms.com 

Sitting  In  Pictures 

1  Syed  Alwi  Road,  Song  Lin  Building 
#04-04 

Singapore  207628 
W  www.sittinginpictures.com 
Soh  Kiak  Chang 

E  sohkiak@sittinginpictures.com 

The  Moving  Visuals  Co.  Pte  Ltd. 

2  Kallang  Avenue  #04-08  Ct  Hub 
Singapore  339407 

W  www.tmvc.sg 
Khim  Loh 

E  khimloh@tmvc.sg 
Galen  Yeo 

E  galenyeo@tmvc.sg 
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SOUTH  AFRICA 

Bolobathaba  Multimedia 

Unit  15  Quartz  Close,  1  Chamfuti 
Crescent,  Ormonde,  Johannesburg, 
2091 

Johannesburg,  Gauteng  Province 
South  Africa  2091 
W  www.bolobathaba.co.za 
Molatelo  Mainetje 
E  bolobathaba@gmail.com 

Fort  Films 

South  Africa 
Nqaba  Ngoyi 
E  nqabaq@gmail.com 

FTB  Multimedia 

32  Bell  street  3rd  floor,  Office  No.  31 0 

Nelspruit 

Mbombela 

South  Africa  1 200 

W  www.msffi.org 

Sifiso  Nobela 

E  nsnobela@msfli.org 

Gambit  Films 

South  Africa 
Benjamin  Overmeyer 
E  benjamin@gambitfma.co.za 

Hambrook  Communications 

1 1 0,  Alteryn  Mansions,  6,  Corlett  Drive, 

ILLOVO 

Johannesburg 

South  Africa  2196 

W  www.miningforpower.com 

Joseph  Oesi 

Ejoesibt@me.com 

Nakedi  And  Associates 

PO  Box  130816,  Bryanston,  2021, 27 
Meadowbrook  Close,  Morningside, 
2196 

Johannesburg 
South  Africa  2021 
Nakedi  Ribane 

E  nac.nakedi.ribane@gmail.com 

Nayanaya  Pictures 

12  Babington  Road,  Fairwood 
Johannesburg 
South  Africa  2192 
W  www.nayanayapictures.com 
Xoliswa  Sithole 
E  sitholexoliswa7@gmail.com 

NB  Media  &  Productions 

5  Farmon  Road  Glenmore 
Durban 

South  Africa  4001 
W  www.nbproductions.co.za 
Noel  Kok 

E  noel@nbproductions.co.za 


Stiletto  Entertainment 

44  Wellington  street,  Irene,  centurion 

Johannesburg 

South  Africa  2196 

Tracey  Lee  Dearham 

E  tdearham@gmail.com 

The  Creative  Advantage 

South  Africa 
Nisha  Naidoo 

E  nishanaidoo@rocketmail.com 

Tilt  Productions 

Johannesburg 
South  Africa 
Sumitra  Nydoo 
E  sumitranydoo@gmail.com 

Tshedza  Media 

South  Africa 
Takalani  Mulaudzi 
E  takalani@tshedzamedia.co.za 

SPAIN 

DEVISED  TV  Coproduction  and 
Distribution 

Diagonal  75, 2-15 
Barcelona 
Spain  8019 
W  devised.tv 
David  Albareda 
E  david@devised.tv 

Media  3.14 

Diagonal  177 
Barcelona 
Spain  8018 

W  www.media314.cat 
Joan  Ubeda 
Ejubeda@mediapro.es 

SWEDEN 

Deep  Sea  Productions 

Rydboholms  Gard 
Akers  berga 
Sweden  SE-1 94  84 
W  www.deepsea.se 
Malcolm  Dixelius 
E  malcolm@deepsea.se 

SVT 

Oxenstiernsgatan  26 
Stockholm 
Sweden  801 9 
Henrik  Ekman 
E  henrik.ekman@svt.se 


TAIWAN 

Beach  House  Pictures  Taiwan  Ltd. 

10fl.,  No.  252,  Sec.  5,  Zhongxiao  E.  Rd. 
Taipei  City 
Taiwan  11060 
Maxine  Lu 

E  maxine@beachhousepictures.com 

CNEX  Foundation  &  CNEX  Studio 

Taipei  City 
Taiwan 
Ruby  Chen 

E  rubychenlj@gmail.com 

CNEX  Foundation  Limited 

6f.,  No.223,  Sec.  1, Tiding  Blvd.,  Neihu 
Dist. 

Taipei 

Taiwan  11494 
Chao  Wei  Chang 
E  ccw081 5@gmail.com 

National  Geographic  Channels 
International 

Taiwan 
May-yi  Lee 
E  Mayyi.Lee@fox.com 

National  Taiwan  University 

1,  Sec.  4  Roosevlt  Rd. 

Taipei 

Taiwan  10671 
Cheng-jen  Shih 
E  shihcj@ntu.edu.tw 

Scicommtw 

13f.,  No.221,  Sec.  3,  Beixin  Rd.,  Xindian 
Dist. 

New  Taipei  City 
Taiwan  23143 
W  www.scicommtw.com/ 

Shang-ren  Kwan 
E  mikekwan1026@hotmail.com 

Scicommtw 

2f,  No.5,  Lane  43,Tong-an  Street 
Taipei  City 
Taiwan  10085 
Shun-chih  Ke 
E  scketw@gmail.com 

Scicommtw 

6f,  No.1 5,  Aly.  47,  Ln.  458,  Beian  Rd. 
Taipei  City 
Taiwan  104 

W  www.scicommtw.com 
Chi-yung  Moh 
E  moh.chiyung@gmail.com 


Scicommtw 

Department  Of  Materials  Science  And 
Engineering,  National  Cheng  Kung 
University,  No.1,  University  Road 
Tainan 
Taiwan  701 

W  Science.nchc.org.tw 
Wang-long  Li 

E  dragonpuff.ncku1@gmail.com 

UK 

1212  Productions 

57  Poland  Street,  Soho 

London 

UKW1F7NW 

W  www.l  21 2productions.co.uk 
Philip  Armstrong-Dampier 
E  philip@1 21 2productions.co.uk 

Antidote  Media  LTD 

11,1  Hare  Marsh 
London 
UKE2  6FF 
Leila  Monks 

E  Leila@antidotemedia.co.uk 

Antidote  Productions 

49  London  Road,  St  Albans 
London 
UKAL1  1U 
Laura  Jones 

E  laura@antidoteproductions.co.uk 

Argonon  International 

1  -3  St  Peters  Street 

London 

UKN1  8JD 

W  www.argononinternational.com 
Lynn  Lugsden 
E  LynnLugsden@ 
argononinternational.com 

Arrow  Media 

17-1 8  Margaret  Street 
London 
UKW1W8RP 
W  www.arrowmedia.com 
Tom  Brisley 

E  tom.brisley@arrowmedia.com 
John  Smithson 

E  john.smithson@arrowmedia.com 
Thomas  Viner 

E  thomas.viner@arrowmedia.com 

Barcroft  Productions 

Studio  14,  Shoreditch  Stables  North, 
138  Kingsland  Road 
London 
UK  E2  8DY 

W  www.barcroftproductions.com 
Sam  Barcroft 

E  sam@barcroftproductions.com 
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Barefoot  Rascals 

Ty  Cefn,  Rectory  Road 
Cardiff 
UKCF5  1QL 
Gordon  Main 

E  gordon@barefootrascals.com 

BBC 

BBC  New  Broadcasting  House, 

Portland  Place 

London 

UKW1A  1AA 

W  www.bbc.co.uk 

Will  Aslett 

E  will.aslett@bbc.co.uk 
Aidan  Laverty 
E  aidan.laverty@bbc.co.uk 
Emma  Swain 

E  emma.swain@bbc.co.uk 
Nathan  Wren 
E  nathan.wren@bbc.co.uk 

BBC 

BBC  New  Broadcasting  House, 
Portland  Place,  07B 
London 
UKW1A  1AA 

W  www.bbc.co.uk/science 
Duncan  Singh 
E  duncan.singh@gmail.com 

BBC 

BBC  New  Broadcasting  House, 
Portland  Place,  Zone  D  -  Floor  6 
London 
UKW1A  1AA 
W  www.bbc.co.uk 
Martin  Davidson 
E  martin.davidson@bbc.co.uk 

BBC  Earth 

Whiteladies  Road 
Bristol 
UKBS8  2LR 
Neil  Nightingale 
E  neil.nightingale@bbc.com 

BBC  Worldwide 

201  Wood  Lane,  Media  Centre,  2nd 

floor 

London 

UKW12  7TQ 

W  bbc.com 

Fiona  Charlton 

E  fiona.charlton@bbc.com 

Brian  Leith  Productions 

Suite  5.1 7  /  5.1 8, 55  Whiteladies  Road 

Clifton 

Bristol 

UKBS8  2LY 

W  brianleith.tv/ 

Brian  Leith 

E  brianleith@brianleith.tv 


BromptonSWIO  Productions 

5-6  Portland  Mews 
London 
UKW1F8JG 
Veronica  Gledhill  Hal! 

E  veronica.gledhillhall@gmail.com 

Brook  Lapping  Productions 

6  Anglers  Lane 
London 
UKNW5  3DG 

W  www.brooklapping.com 
Lucy  van  Beek 

E  lvanbeek@brooklapping.com 

Caravan  Media 

London 

UK 

Juliet  Singer 

Ejulietsinger@gmail.com 

Channel  4 

1 24  Horseferry  Road 
London 
UKSW1 P  2TX 
W  www.channel4.com/ 

Robert  Coldstream 
E  rcoldstream@channel4.co.uk 
John  Hay 

Ejhay@channel4.co.uk 
Ralph  Lee 

E  RLee@Channel4.co.uk 
Sara  Ramsden 

E  sramsden@channel4.co.uk 

Discovery  Networks  International 

Discovery  House  Building  2, 566 

Chiswick  High  Road 

London 

UKW45YB 

Elizabeth  McIntyre 

E  elizabeth_mcintyre@discovery.com 

Dragonfly  TV 

120-124  Curtain  Road 
London 
UKEC2A3SQ 
Lucinda  Hicks 

E  Lucinda. Hicks@dragonfly.tv 
Clare  Mottershead 
E  clare.mottershead@dragonfly.tv 
Edwina  Silver 

E  Edwina.Silver@dragonfly.tv 

DRG 

62-65  Chandos  Place 
London 
UKWC2N4HG 
W  www.drg.tv 
Caitlin  Meek-O'Connor 
E  c.meekoconnor@drg.tv 


Drive 

2nd  Floor  Bankstock  Building, 
42/44  DeBeauvoir  Crescent 
London 
UKN1  5SB 

W  www.drive-tv.co.uk 
Ben  Barrett 
E  ben@drive-tv.co.uk 
Lilia  Hurst 

E  lilla@drive-tv.co.uk 

Earth-Touch  Ltd 

5th  Floor,  Fairgate  House,  78  New 
Oxford  Street 
London 
UKWC1A  1HB 
W  earthtouchtvsales.com/ 

Susan  Lee 

E  susan@earthtouchuk.com 

Electric  Sky 

1  Ckifton  Mews 
Brighton 
UKBN1  3HR 
David  Pounds 

E  david.pounds@electricsky.com 

Entertainment  One  Television 
International 

45  Warren  Street 

London 

UKW1T6AG 

Justina  Hemperek 

Ejhemperek@entonegroup.com 

Eos  Films 

London 

UK 

W  www.eosfilms.tv/ 

Ulla  Streib 

E  ulla.streib@eosfilms.tv 
Shuyun  Sun 

E  shuyunl  21 3@gmail.com 
YiXie 

Eyi.xie@eosfilms.tv 

Espresso  TV 

25  York  Villas 
Brighton 
UKBN1  3TS 

W  www.espressotv.co.uk 
David  Hooper 
E  david@espressotv.co.uk 

Freelance 

Poynders  End 
Hitchin 
UK  SG4  7RX 
Dinah  Lord 

E  dinah@dinahlord.co.uk 


Freelance 

UK 

Cat  Gale 

E  catvgale@googlemail.com 

Green  Intelligence  Pictures 

Regina  House,  1 24  Finchley  Road 
London 
UK  NW3  5JS 
Jackie  Smith 

E  jackie@greenintelligencepictures. 
com 

Hardy  Pictures 

London 

UK 

W  www.hardypictures.com 
Sue  Horth 

E  sue@hardypictures.com 

Humble  Bee  Films 

32  Whiteladies  Road 

Bristol 

UK  BS8  2 LG 

Stephen  Dunleavy 

E  stephen@humblebeefilms.com 

Icon  Films 

3rd  Floor  College  House,  32-36 

College  Green 

Bristol 

UKBS1  5SP 

Alex  Brisland 

E  alex.brisland@iconfilms.co.uk 
Trevor  Manning 

ETrevor.manning@iconfilms.co.uk 

ITN  Source 

200  Gray's  Inn  Road 
London 
UKWC1X8XZ 
W  www.itnsource.com 
Hanna  Davies 

E  hanna.davies@itnsource.com 

Jellyfish  Pictures 

66-68  Margaret  Street 
London 
UKW1W8SR 
Wjellyfishpictures.co.uk 
Tom  Brass 

E  thomasbrass42@hotmail.com 

Keo  Films  Ltd 

9-1 0  Great  Sutton  Street 
London 
UKEC1V0BX 
Will  Anderson 

E  Will.anderson@keofilms.com 
Debbie  Manners 
E  debbie.manners@keofilms.com 
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Lion  Television 

Lion  House,  26  Paddenswick  Road 
London 
UKW6  0UB 
W  www.liontv.co.uk 
Richard  Bradley 
E  richard.bradley@liontv.co.uk 
Tessa  James 

E  tessa.james@liontv.co.uk 
Bill  Locke 

E  bill.locke@liontv.co.uk 
Daisy  Newton  Dunn 
E  daisy.newton-dunn@liontv.co.uk 

Love  Productions 

42  Eagle  Street 
London 
UKWC1R4AT 
Richard  McKerrow 
E  richard.mckerrow@ 
loveproductions.co.uk 

Mallinson  Sadler  Productions 

29  Lynedoch  Street 
Glasgow 
UKG3  6EF 

W  www.msptv.co.uk 
Crispin  Sadler 

E  crispin_sadler@blueyonder.co.uk 

medialab 

36a  Lambs  Conduit  Street 
London 
UKWC1N3LD 
W  www.medialabuk.com 
Gillian  Mosely 

E  gillianmosely@medialabuk.com 

National  Geographic  Channels 
International 

Shepherds  Building  East,  Richmond 

Way 

London 

UKW140DQ 

Carolyn  Payne 

E  Carolyn.Payne@fox.com 

October  Films 

30-31  Lyme  Street,  Lymehouse  Studios 

London 

UKNW10EE 

Adam  Bullmore 

E  adam.bullmore@octoberfilms.co.uk 

Oxford  Film  &  Television 

6  Erskine  Road 
London 
UKW41UB 
Nicolas  Kent 
E  Nick@oftv.co.uk 


Oxford  Scientific  Films 

229-231  High  Holborn 

London 

UKWC1V7DA 

W  www.oxfordscientificfilms.tv 
Clare  Birks 

E  cbirks@oxfordscientificfilms.tv 

Oxford  Scientific  Films 

2nd  Floor,  21-22  Warwick  Street 

London 

UKW1B5NE 

W  www.oxfordscientificfilms.tv/ 

Alice  Keens-Soper 
E  aliceks@oxfordscientificfilms.tv 

Pact 

1 53-1 57  Cleveland  Street,  3rd  Floor 

Fitzrovia  House 

London 

UKW1T6QW 

W  www.pact.co.uk 

Dawn  McCarthy-Simpson 

E  dawn@pact.co.uk 

Pilot  Film  &  Television  Productions 

18  Middle  Row 
London 
UKW10  5AT 

W  www.pilotguides.com/ 

Ian  Cross 

E  ianpilot@aol.com 

Pioneer  Productions 

32  Galena  Road,  Hammersmith 

London 

UKW6  0LT 

W  www.pioneertv.com 
Kirstie  McLure 

E  kirstie.mclure@pioneertv.com 

Pioneer  Productions 

Voyager  House,  32  Galena  Road 

London 

UKW6  0LT 

Samantha  Lambart 

E  samantha.lambart@pioneertv.com 

River  Films 

UK 

W  river-1ilms.com 
Phil  Agland 

E  phil.agland@gmail.com 

Screen  Glue 

50  Westleigh  Avenue,  Putney 
London 
UKSW15  6RL 
W  www.screenglue.com 
Jasper  James 
Ejasper@screenglue.com 


Sky  Vision 

5  Station  Approach 
Chorleywood 
UKWD3  5PF 
W  sky.com/skyvision 
Danny  Tipping 
E  Danny.tipping@bskyb.com 

TCB  Media  Rights 

The  Light  Box,  1 1 1  Power  Road 

London 

UKW4  5PY 

W  www.tcbmediarights.com 
Paul  Heaney 

E  paul.heaney@tcbmediarights.com 

Testimony  Films 

1 2  Great  George  Street 

Bristol 

UKB51  5RS 

W  www.testimonyfilms.com 
Steve  Humphries 

Esteve.humphries@testimonyfilms.com 

The  Ideas  Room 

The  Studio,  56  Westover  Road 
London 
UKSW182RH 
W  www.theideasroom.tv 
Jeremy  Dear 

E  jeremy@theideasroom.tv 

True  North  Productions 

3rd  Floor,  East  Wing,  Marshall  Mills, 

Marshall  Street 

Leeds 

UK  LS1 1  9YP 
Liz  McLeod 

E  LMcLeod@truenorth.tv 

TVF  International 

375  City  Road 

London 

UKEC1V1NB 

W  www.tvfinternational.com 
Alice  Hamlett 
E  alice.hamlett@tvf.co.uk 

UNIT9  Ltd. 

2-4  Hoxton  Square 
London 
UKN1  6NU 
Yifei  Chai 

E  yifei.chai@unit9.com 

Wall  To  Wall 

85  Grays  Inn  Road 
London 
UKWC1X8TX 
W  www.walltowall.co.uk 
Jonathan  Hewes 

Ejonathan.hewes@walltowall.co.uk 
Gavin  Rota 

E  gavin.rota@walltowall.co.uk 


Warehouse  51  Productions 

20  Greek  Street 
London 
UKW11  4UD 
W  sky.com/skyvision 
Carl  Hall 

E  carl.hall@w51p.com 
Alice  Robinson 
E  alice.robinson@w51p.com 

Wellcome  Trust 

215  Euston  Road 
London 
UKNW1  2BE 
W  www.wellcome.ac.uk 
lain  Dodgeon 

E  i.dodgeon@wellcome.ac.uk 
Dr.  Lisa  Lazareck 
E  l.lazareck@wellcome.ac.uk 

WildThring  Media 

Todsbridge,  Far  Wells  Road 
Bisley 

UKGL6  7AQ 
EdwinaThring 

E  edwina@wildthringmedia.com 

Wildscreen 

4a,  36  King  Street 
Bristol 

UKBS1  4DZ 

W  www.wildscreen.org/ 

Caroline  Copsey 

E  Caroline.Copsey@wildscreen.org.uk 
Lucie  Muir 

E  lucie.muir@wildscreen.org.uk 

Windfall  Films 

1  Underwood  Row 

London 

UKN1  7  LZ 

W  www.windfallfilms.com 
David  Dugan 

E  dugan@windfallfilms.com 
Ian  Duncan 

E  ian@windfallfilms.com 
Charlotte  Hunt-Grubbe 
E  charlottehg@windfallfilms.com 

Words  Make  Pictures 

Granard  Lodge,  Putney  Park  Lane 

London 

UKSW155HU 

John  Lynch 

Ejohnlynchmedia@gmail.com 

Zig  Zag  Productions 

13-14  Great  Sutton  St 
London 
UKEC1V0BX 
W  www.zigzag.uk.com/ 

Matt  Graff 

E  Matt.Graff@zigzag.uk.com 
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USA 

DocumentaryTelevision.com 

424  Henry  St 
Brooklyn  NY 
USA  11231 

W  www.documentarytelevision.com 
Peter  Hamilton 
E  r2k@verizon.net 

ITV  Studios  America 

609  Greenwich  St.,  9th  Floor 
New  York  NY 
USA  10014 
Rob  Shaftel 

E  rshaftel@itvstudios.com 

NASA  Goddard  Space  Flight 
Center 

8800  Greenbelt  Rd 
Greenbelt  MD 
USA  20771 
W  svs.gsfc.nasa.gov 
Katrina  Jackson 
E  katrina.m.jackson@nasa.gov 

National  Geographic  Channel 

1145  17th  Street  NW 
Washington  DC 
USA  20036 
Charlie  Parsons 
E  cparsons@natgeotv.com 

National  Geographic  Channels 
Europe 

1145  17th  St.  NW 
Washington  DC 
USA  20036 

Germaine  Deagan  Sweet 
E  Gdeagan@natgeotv.com 

National  Geographic  Channels 
International 

1 1 45  1 7th  Street  NW 
Washington  DC 
USA  20036 

W  channel.nationalgeographic.com/ 
channel 

Stephen  Hunter 
E  shunter@natgeotv.com 
Vilma  Linares 
E  vlinares@natgeotv.com 

National  Geographic  Studios 

1145  17th  Street  NW 
Washington  DC 
USA  20036 
Jared  Lipworth 
Ejlipwort@ngs.org 


National  Science  Foundation 

4201  Wilson  Boulevard,  Suite  885 
Arlington  VA 
USA  22230 
W  www.nsf.gov 
Valentine  Kass 
E  vkass@nsf.gov 

NOI/A/WGBH 

1  Guest  Street 
Boston  MA 
USA  21 35 

W  www.pbs.org/nova 
Paula  S.  Apsell 
E  psa@wgbh.org 
Julia  Cort 

Ejulia_cort@wgbh.org 
Evan  Hadingham 
E  evan_hadingham@wgbh.org 
Chris  Schmidt 
E  chris_schmidt@wgbh.org 
Melanie  Wallace 
E  melanie_wallace@wgbh.org 

Passport  to  Knowledge/GHSPi 

299  Pavonia  Avenue,  #3-1 
Jersey  City  NJ 
USA  7302 

W  passporttoknowledge.com 
Geoff  Haines-Stiles 
E  ghs@passporttoknowledge.com 

PBS 

2100  Crystal  Drive 
Arlington  VA 
USA  22202 
Bill  Margol 
E  blmargol@pbs.org 

PBS  International 

10  Guest  Street 
Boston  MA 
USA  21 35 

W  www.pbsinternational.org 
Anna  Alvord 
E  agalvord@pbs.org 
Tracy  Beckett 
E  tabeckett@pbs.org 
Tom  Koch 
Ejtkoch@pbs.org 

Powderhouse 

212  Elm  Street 
Somerville  MD 
USA  2144 

W  www.powderhouse.net 
Joel  dicker 

Ejolicker@powderhouse.net 


Providence  Pictures 

60  Eddy  Street 
Providence  Rl 
USA  2903 

W  www.providencepictures.com 
Gary  Glassman 

E  gary@providencepictures.com 

Roller  Coaster  Road  Productions 

15  Bancroft  Ave. 

Annapolis  MD 
USA  21403 
Steve  Burns 

E  stevelburns@comcast.net 

Science  Channel 

1  Discovery  Place 
Silver  Spring  MD 
USA  20910 
Brad  Kohlenstein 

E  brad_kohlenstein@discovery.com 

Story  House  Productions 

2233  Wisconsin  Ave  NW,  #420 
Washington  DC 
USA  20007 
Andreas  Gutzeit 
E  gutzeit@storyhousepro.com 

Tangled  Bank  Studios 

4000  Jones  Bridge  Road 
Chevy  Chase  MD 
USA 

David  Elisco 

E  eliscod@tangledbankstudios.org 
Michael  Rosenfeld 

E  mrosenfeld@tangledbankstudios.org 

Vulcan  Productions 

505  Fifth  Avenue  South,  Suite  900 

Seattle  WA 

USA  981 04 

Jody  Gottlieb 

Ejodyg@vulcan.com 

Winnick  &  Company 

9355  Wilshire  Blvd 
Beverly  Hills  CA 
USA  90210 
W  winnickco.com 
Kurt  Kratchman 
E  kurt@kurtkratchman.com 
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